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REPORT 

OF  THE 

Board  of  Fire  Commissioners. 


Headquarters  Fire  Department, 

Office  Board  of  Fire  Commissioners, 
Old  Citf  Hall, 

San  Francisco,  July  1,  1885. 

lb  the  Honorable  the  Board  of  Supervisors 

of  the  City  and  County  of  San  Francisco  : 

Gentlemen:  The  Board  of  Fire  Commissioners,  in  compli- 
ance with  Resolution  No.  18,187  of  your  honorable  Body,  here- 
with present  their  annual  report  and  report  of  the  Chief  of 
Department,  which  cover  all  the  details  and  workings  of  the 
Dppartmeno  for  the  fiscal  year  ending  June  30,  1885. 

There  has  been  one  change  in  the  Board  of  Commissioners 
siuce  the  last  report,  namely:  Mr.  Gustave  Reis,  resigned- 
Samuel  Newman  was  elected  by  your  honorable  Body  as  succes- 
sor to  Mr.  Reis  on  December  8th,  1884. 

The  expenditures  of  the  Department,  as  shown  by  the  books, 
are  as  follows: 
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NUMERICAL    STRENGTH    OF    THE    DEPARTMENT,    JULY  1,  1835, 
OF  OFFICERS  AND  EMPLOYEES. 


NO.    OF 
EMPLOYEES. 

SALARY   PER 
ANNUM,    EACH. 

1 
4 

District  Engineers 

1,800 

6 
15 

15 
15 
8 
8 
4 
4 

i 

PERMANENT   FORCE— UNIFORMED. 

1,680 
1,680 
1,680 
1,080 

Drivers  of  hose  companies 

1,080 
1,080 

1,080 
1,080 

Total 

72 

27 
168 

48 

MEMBERS  AT  CALL— NOT  UNIFORMED. 

243 

1 

1 
1 
1 
1 

1 
1 

REPAIR  SHOP,   CORPORATION  YARD. 

1,800 
1,680 

Substitute  Engineer  and  Machinist 

1,680 
1,500 

720 
1,200 

900 

Veterinary  Surgeon 

Total 

7 

1 

1 

HEADQUARTERS. 

2 

330 

§217,500 
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EN  GIN  EERS 


DAVID  SCANNELL, 

Chief   Engineer. 
Headquarters Old  City  Hall,  Kearny  street. 

JAMES  EILEY, 

Assistant  Chief  Engineer. 
Headquarters Old  City   Hall,  Kearny  street . 

JOHN  McCABTHY, 

District  No.  1. 
Headquarters.      Engine  House  No.  2,   Bush  street. 

THOMAS   SANDS, 

District  No.  2. 
Headquarters Engine  House   No.   10,  Bryant  street. 

A.   C.  IMBKIE, 

District  No.  3. 
Headquarters EngiDe  House  No.  8,  Pacific  street. 

GEORGE  W.  KENNARD, 

District  No.  4. 
Headquarters Engine  House  No.  7,  Sixteenth  street. 


REPORT  OF  THE  CHIEF  ENGINEER 


SAN    FRANCISCO    FIRE   DEPARTMENT. 


HEADQtXARTKRS    FlKE    DEPARTMENT,  | 

San  Francisco,  July  1,  1885.       j 

To  the  Honorable  Board  of  Fire  Commisswners 

of  the  City  and  County  of  San  Francisco: 

Gentlemen — I  have  the  h<  <or  herewith  to  present  my  annual  report  of 
the  operations  and  condition  of  the  department  under  my  charge  for  the 
fiscal  year  ending  June  30,  1885. 

The  Department  responded  to  213  bell  alarms  (including  4  second  alarms) 
and  204  still  or  verbal  alarms,  making  a  total  of  417  actual  fires— causing  a 
loss  of  $586,710  08. 

The  number  of  buildings  totally  destroyed,  41;  partially  destroyed,  300; 
fires  and  no  damage  to  buildiDgs,  41. 

The  fire  involving  the  greatest  loss  of  the  year  occurred  August  5tn,  1884, 
at  10:10  A.  M.  The  alarm  was  turned  in  from  Station  32,  which  proved  to 
be  for  a  fire  in  the  three-story  brick  buildings  No.  25  to  31  Main  street,  on 
the  easterly  side,  between  Market  and  Mission  streets,  occupied  by  Tatum 
and  Bowen,  agents  of  the  AlbaDy  Lubricating  Oil  Company.  The  second 
and  third  stories,  occupied  by  the  firm  of  M.  Schmidt  &  Co.,  lithographers, 
label  and  chromatic  printers. 

The  loss  by  this  fire  aggregated  the  sum  of  $150,000. 

The  next  fire  worthy  of  notice  occurred  on  September  4th,  1884,  at  11:30 
o'clock  P.  M.  The  alarm  came  from  Station  184,  and  was  for  a  fire  on  the 
north  side  of  Bluxome  street,  between  Fifth  and  Sixth,  in  the  midst  of  a 
number  of  manufacturing  establishments.  The  Department  responded 
promptly  and  had  several  streams  on  the  fire  when  the  supply  of  water  gave 
out.  This  and  the  inflammable  character  of  the  factories  was  the  cause  of 
the  extensive  los.-i.  The  fire  gained  such  headway  that  a  second  alarm  was 
turned  in  for  additional  force,  with  the  result  that  the  fire  was  confined  to 
the  buildings  and  much  property  thereby  saved.  The  loss  was  estimated  at 
$46,000. 
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January  30th,  1885,  6:30  P.  M.,  an  alarm  was  sent  in  from  Station  52  for 
a  very  extensive  fire  which  broke  out  in  David  Keer's  carriage  factory,  at  45 
and  47  Beal  street — the  damage  amounting  to  the  sum  of  $64,000.  Keer's 
factory,  together  with  Holt  Brothers'  hardware  stores,  at  27  and  29  Beal 
street,  and  the  adjoining  property,  occupied  by  Taylor  &  Flint,  dealers  in 
carriage  trimmings  and  iron  ware,  became  almost  a  total  loss.  In  conse- 
quence of  the  inflammable  nature  of  the  buildings  and  contents  it  was  deem- 
ed necessary  to  send  for  additional  help.  The  reserve  force  thus  summoned 
proved  effectual,  and  th  ■  fire  being  hemmed  in  on  all  sides,  much  loss  was 
prevented  The  heat  from  this  fire  was  intense  and  several  firemen  were 
slightly  injured. 

On  April  3d,  1885,  at  8:45  o'clock  P.  M.,  an  alarm  was  sent  in  from  Sta- 
tion 25  for  a  fire  discovered  in  the  three-story  brick  building  on  the  south- 
east torner  of  Sacramento  and  .Dupont  streets.  The  top  floors  were  occu- 
pibd  by  Chinese  lodgers,  who  became  panic-stricken  and  helpless  at  the  sight 
ot  the  flames  below  them.  \s  soon  as  their  condition  was  discovered  truck- 
ladders  were  run  up  from  the  truck  of  Hook  and  Ladder  Co.  No.  2,  and  the 
firemen  rescued  a  score  or  more  of  the  Chinese — being  forced  and  carried 
down  the  ladders.  But  for  the  promptness  and  bravery  displayed  by  the 
truckmen  a  number  of  lives  would  have  been  lost.  Two  or  three  Chinamen 
were  more  or  less  injured  and  burned,  but  as  they  were  immediately  lost  in 
the  crowds  of  their  countrymen  awaiting  to  receive  them,  the  extent  of  their 
injuries  were,  therefore,  unknown. 

The  loss  by  this  fire  amounted  to  about  $20,000. 

ACCIDENTS. 

Following  is  a  record  of  accidents  which  befell  members  of  the  Depart- 
ment while  in  the  discharge  of  their  duty: 

Bernard  Rawle,  Foreman  Engine  Co.  No.  10,  was  injured  at  the  fire  corner 
Sixth  and  Bluxome  streets.     Hand  very  badly  burned. 

James  Mathews,  Hoseman  Engine  Co.  No.  12,  was  injured  at  the  fire  on 
Howard  street  by  a  scantling  falling,  striking  him  on  the  head,  inflicting  a 
scalp  wound. 

Richard  Hammond,  Janes  Logan,  Jerry  Dugan  acd  Michael  McLaughlin 
(since  deceased)  sustained  serious  injuries  by  a  falling  roof  of  a  building  in 
Chinatown  at  the  fire  of  the  Bun  Sun  Low  Restaurant. 

Jerry  Jones,  Hoseman  Hose  Co.  No.  5,  was  badly  burned  at  the  fire  at  the 
Townsend  street  asphaltum  works. 

John  Hewston,  Foreman  Engine  No.  1,  was  injured  at  the  fire  in  China- 
town, corner  Sacramento  and  Dupont  streets — receiving  a  severe  cut  ovar 
the  left  eye. 

William  Martin,  Hoseman  Engine  Co.  No.  1,  was  injured  at  the  fire  cor- 
ner Sacramento  and  Dupont  streets,  Chinatown.  His  back  badly  sprained 
in  falling  through  trap  door. 
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MORTALITY. 

The  Department  has  lost  by  death  daring  the  past  year  three  members. 

July  26th,  1884,  Thomas  McCann,  Hoseman  attached  to  Hose  Co.  No.  5, 
of  consumption. 

October  4,  1884,  John  T.  Crosby,  Hoseman  Engine  Co.  No.  9,  died  from 
pistol  shot  at  the  hand  of  Eugene  McCarthy. 

June  16,  1885,  Michael  McLaughlin  died  of  lockjaw  following  injuries  re- 
ceived at  the  fire  in  Chinatown,  June  10,  1885,  at  theJBun  Sun  Low  Res- 
taurant. 

CORPORATION    YARD. 

The  relief  apparatus  contained  in  the  Corporation  Yard  consists  of  one 
first-class  double-acting  Amoskeag  engine,  two  second-class  single-acting 
Amoskeag  engines,  one  second-class  single-acting  Amoskeag  engine,  one 
third-class  single-acting  Kimball  engine,  one  third-class  new  single-acting 
Amoskeag  engine,  one  first-class  Hook  and  Ladder  Truck  (Hayes),  two 
second-class  Hook  and  Ladder  Trucks  (Hayes),  one  four-wheeled  hose 
carriage,  four  relief  hose  carts — all  in  good  order  for  service. 

During  the  year  eleven  horses  were  purchased,  three  horses  sold,  three 
horses  died,  one  transferred  to  the  Industrial  School,  one  transferred  to  the 
Alms  House. 

The  following  condemned  material  was  sold  by  order  of  his  Honor  the 
Mayor,  and  the  proceeds  paid  into  the  Treasury  of  the  City,  viz: 

One  hand-engine $100  00 

Part  of  steam  engine 125  00 

6,550  lbs.  old  iron 57  31 

$282  31 

HYDRANTS    AND    WATER. 

During  the  year  17  hydrants  were  set  and  27  reset. 

The  supply  of  water  has  been  largely  increased  in  the  section  of  the  city 
lying  South  of  Market  street. 

The  Water  Company  have  laid  their  water  mains  fiom  Bernal  Heights 
reservoir — elevation  79  feet,  containing  33,000,000  of  gallons— to  Alabama 
and  25th  streets— size  of  main,  37  inches;  from  25th  street  to  Harrison,  37 
inches;  from  Harrison  to  9th  street,  37  inches;  from  9th  to  Ringold  street. 
37  inches;  from  9th  to  Howard  street,  33  inches;  from  Howard  to  7th  street, 
33  inches;   from  7th  to  2d  street,  30  inch  main. 

That  portion  of  the  city  heretofore  had  beeD  greatly  in  need  of  an  increased 
supply  of  water,  and  several  large  and  costly  fires  have  occurred  which  could 
have  been  stopped  sooner  had  there  been  an  adequate  supply.  It  is  be- 
lieved that  the  laying  of  the  above  described  mains  will  furnish  a  water  sup- 
ply amply  sufficient  for  all  purposes. 
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ENGINE    HOUSES. 


The  houses  of  the  Department  are  all  in  good  repair.  The  erection  of  a 
new  engine  house  for  Company  No.  11,  at  South  San  Francisco,  of  suitable 
capacity  for  additional  apparatus,  will  increase  the  efficiency  of  the  Depart- 
ment at  that  vicinity,  and  gives  assurance  that  in  the  event  of  a  large  fire 
the  Department  will  be  able  to  successfully  operate  without  calling  for  as- 
sistance from  other  districts. 

BECOMMENDATIONS. 

I  respectfully  recommend  that  a  Hook  and  Ladder  Company  be  organized 
and  located  in  the  house  now  occupied  by  Hose  Company  No.  2,  situated  on 
Post  street  near  Fillmore,  and  that  the  building  be  enlarged  and  made  to 
suit  the  requirements  of  a  Hook  and  Ladder  and  Hose  Company.  A  Truck 
Company  in  that  vicinity  is  much  needed. 

I  also  recommend  the  erection  of  a  suitable  building,  on  one  of  the  lots 
belonging  to  the  Department  in  the  western  portion  of  the  city,  to  be  used 
as  a  store-house  for  apparatus,  hose,  feed  and  general  supplies  for  the  De: 
partment.  The  remoteness  of  the  supply  or  Corporation  Yard  puts  the  De- 
partment to  great  inconvenience  when,  at  a  fire  or  otherwise,  fuel  or  neces- 
sary articles  are  hastily  needed. 

My  thanks  are  extended  to  the  officers  and  men  of  the  Department  for 
their  zeal  and  good  judgment  displayed  in  saving  life  and  property  of  citi- 
zens— notably  at  the  fire  in  Chinatown,  corner  Dupont  and  Sacramento 
streets,  whereby  a  score  or  more  of  lives  were  saved  by  the  courage  and 
presence  of  mind  of  members  of  the  Department,  and  acknowledged  in  a 
substantial  manner  by  the  Chinese  Vice-Consul  donating  in  behalf  of  the 
Chinese  colony  of  the  sum  of  two  hundred  dollars  to  the  members  of  Hook 
and  Ladder  Company  No.  2. 

Thanks  are  also  extended  to  Capt.  Russel  White,  of  the  Fire  Patrol, 
Capt.  John  L.  Durkee,  Fire  Marshal,  Chief  of  Police  Crowley,  and  Superin- 
tendent Curran,  of  the  Fire  Alarm.  Also  to  your  Honorable  Board  in  your 
efforts  to  sustain  me  in  keeping  the  Department  in  the  best  possible  condi- 
tion and  efficiency. 

Respectfully  submitted, 

DAVID  SCANNELL, 

Chief  of  Department. 

San  Francisco,  July  1,  1885. 
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DEATHS,  RESIGNATIONS,  DISMISSALS,  ETC. 


COMPANIES. 


Engine  Company  No.  1  . 
Engine  Company  No.  2  . 
Engine  Company  No.  3  . 
gngine  Company  No.  4  . 
Engine  Company  No.  S  . 
Engine  Company  No.  6  . 
Engine  Company  No.  7  . 
Engine  Company  No.  8  . 
Engine  Company  No.  9  . 
Engine  Company  No.  10 
Engine  Company  No.  11 
Engine  Company  No.  12 
Engine  Company  No.  18 
Engine  Company  No.  14 

Hose  Company  No.  1 

Hose  Company  No.  2 

Hose  Company  No.  3 
Hose  Company  No.  4  . . . 
Hose  Company  No.  5  . . . 
Hose  Company  No.  6  . . . 
Hose  Company  No.  7  . . . 
Hose  Company  No.  8  . . . 
Hose  Company  No.  9  . . . 
Truck  Company  No.  1  . . 
Truck  Company  No.  2  . . 
Truck  Company  No.  3  . . 
Truck  Company  No.  4  . . 


Totals. 


5 

2 
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TABULAR    STATEMENT    OF    THE    DUTY    PERFORMED    BY    EACH 
COMPANY  DURING  THE  YEAR  ENDING  JUNE  30,  1885. 


COMPANIES. 


Engine  Company  No.  1. 
Engine  Company  No.  2. 
Engine  Company  No.  3. 
Engine  Company  No.  4 . 
Engine  Company  No.  5. 
Engine  Company  No.  6. 
Engine  Company  No.  7 . 
Engine  Company  No.  8. 
Engine  Company  No.  9 . 
Engine  Company  No.  10 
Engine  Company  No.  11 
Engine  Company  No.  12 
Engine  Company  No.  13 
Engine  Company  No.  14 
Hose  Company  No.  1 . . . 
Hose  Company  No.  2. . . 
Hose  Company  No.  3 . . . 
Hose  Company  No.  4 . . . 
Hose  Company  No.  5 . . . 
Hose  Company  No.  6. . . 
Hose  Company  No.  7 . . . 
Hose  Company  No.  8. . . 
Hose  Company  No.  9. . . 
Truck  Company  No.  1 .  . , 
Truck  Company  No.  2. . . 
Truck  Company  No.  3 . . . 
Truck  Company  No.  4.  . . 


XO.  TIMES 

TIME 

IN 

SERVICE. 

\T  WORK. 

Hrs.  Min. 

33 

40  45 

54 

75  50 

19 

24  19 

40 

63  15 

33 

46  15 

32 

69  10 

19 

28  55 

8 

17  30 

36 

57  00 

85 

51  00 

22 

24  15 

23 

53  15 

19 

16  00 

11 

21  05 

37 

41  55 

14 

18  20 

14 

22  40 

12 

21  35 

27 

43  45 

11 

16  20 

28 

19  55 

4 

13  30 

S 

17  10 

72 

106   7 

41 

62  00 

67 

103  50 

34 

56  30 

ALARMS. 

Hall. 

Still. 

213 

4 

213 

10 

213 

3 

213 

4 

213 

10 

213 

9 

213 

6 

213 

4 

213 

8 

213 

12 

213 

19 

213 

2 

213 

11 

213 

5 

213 

8 

213 

5 

213 

7 

213 

11 

213 

3 

213 

3 

213 

23 

213 

4 

213 

-4 

213 

9 

213 

11 

213 

6 

213 

3 
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CAUSES  OF  FIRES  AND  ALARMS. 


Attempts  at  arson 2 

Ashes 11 

Boiling  over  fat 1 

Boiling  over  glue 1 

Boiling  over  varnish 2 

Bonfires 2 

Brimstone 1 

Carelessness  with  candle 8 

Carelessness  with  cigar  9 

Carelessness  with  fire 2 

Carelessness  with  matches 5 

Carelessness  with  pipe 5 

Children  with  matches 20 

Chimneys 16 

Defective  chimneys 25 

Defective  dry  room 1 

Defective  flue 1 

Defective  furnace 0 

Defective  grate 4 

Defective  oven 2 

Defective  range 8 

Defective  smoke  house 2 

Defective  stoves 4 

Defective  stove  pipes 4 


Drunkenness 3 

Explosion  coal  oil  lamp 17 


Explosion  coal  oil  stoves. 

Explosion  lamp 

Explosion  gas  meter 

Explosion  vitriol 

False  alarms 

Fireworks 

Gaslights 

Incendiary 

Painter's  lamp 

Paper  balloon 

Rats 


Second  alarms 

Sparks  from  chimneys 1 

Sparks  from  electric  lights 

Sparks  from  fire 

Sparks  from  furnace 

Sparks  from  smokestack 

Sparks  from  locomotive 

Spontaneous  combustion 18 

Tinker's  furnace 

Unknown 14' 


CHIEF  ENGINEER'S  EEPOET. 


MONTHLY  LOSSES  BY  FIRE  FOR  THE  FISCAL  YEAR,  ENDING 
JUNE  30,  1885. 


MONTHS. 

LOSS. 

INSURANCE 

PAID. 

1884. 

$30,895  55 
176,425  59 
55,824  68 
22,081  25 
17,755  88 
38,928  90 

73,263  10 
25,226  69 
26,920  62 
35,139  00 
38,355  08 
45,893  76 

$461,504  14 
358,844  46 
111,809  33 
106,678  00 
68,216  66 
178,550  00 

591,275  00 
168,050  00 
272,500  00 
177,500  00 
121,760  00 
237,665  00 

$20,983  55 
158,584  59 
22,775  15 

12,631  25 
3,108  38 
28,749  68 

59,951  75- 

1885. 

May 

25,165  05 
40,936  26 

$586,710  08 

$2,857,352  59 

$437,550  62 

20  CHIEF  ENGINEER'S  REPORT. 


LOCATION  OF  STEAM  FIRE  ENGINES,  HOSE  COMPANIES  AND  TRUCK  COMPANIES 

Steamer  No.  1— Pacific  street,  between  Montgomery  and  Sansome 

Steamer  No.  2— North  side  of  Bush  street,  between  Kearny  and  Dupont. 

Steamer  No.  3— South  side  of  California  street,  between  Leavenworth  and  Hyde. 

Steamer  No.  4— West  side  of  Second  street,  between  Natoma  and  Howard. 

Steamer  No.  5— West  side  of  Stockton  street,  between  Pacific  and  Broadway. 

Steamer  No.  6— East  side  of  Sixth  street,  south  of  Folsom. 

Steamer  No.  7— Sixteenth  street,  above  Valencia. 

Steamer  No.  8— North  side  of  Pacific  avenue,  b  tween  Polk  street  and  Van  Ness  avenue. 

Steamer  No.  9— West  side  of  Main  street,  near  Folsom. 

Steamer  No.  10— Bryant  street,  between  Third  and  Fourth. 

Steamer  No.  11— Fourteenth  avenue,  near  Railroad  avenue,  South  San  Francisco. 

r  No.  12    Drumm  street,  southwest  corner  Commercial. 
Steamer  No.  13— Valencia  street,  between  Twenty-fifth  and  Twenty-sixth. 
Steamer  No.  14—  McAllister  street,  between  Webster  and  Buchanan. 
Steamer  No.  15— California  street,  between  Laguna  and  Buchanan. 
Ho?e  Company  No.  1— North  side  of  Jackfon  street,  between  Front  and  Davis. 
Hose  Company  No,  2     Post  street,  near  Fillmore. 

Hose  Company  No,  3— Folsom  street-,  between  Twenty-first  and  Twenty-second. 
Hose  Company  No.  4     Fast  side  of  Stockton  street,  north  of  Greenwich. 
Hosi  Company  No.  5— Houth  side  of  Market  street,  between  Tenth  and  Fleventh. 
Hose  Oompanj  No  7    Tennessee  street,  between  8ierra  and  Napa. 
EoseCompanj  No  B    South  side  ol  Fill*  Bn  Webster  and  Fillmore. 

Eose pan]  No  9  (Fireboat)    Market  Street  Wharf. 

Truck  No.  1     North  side  of  O'Farrell  street,  west  of  Dii]  out. 
Truck  No.  2     South  side  0*   Broadway  street,  between  Dupont  and  Stockton. 
Truck  No.  3     South  Bide  Market  street,  between  Tenth  and  Fleventh. 
Truck  No.  4    North  side  Of  Pacific  street,  between  Jones  and  Leavenworth. 
Corporation  Yard— No.  50  Sacramento  ftreet,  between  l'.ast  and  Drumm. 


CORPORATION  YARD  EMPLOYEES 

Samuel  Hainey Superintendent  of  Engines. 

John  Reilley Assistant  Superintendent  of  Engines. 

Henry  H.  (outer Sub-Engineer  and  Machinist. 

William  Eyre Clerk  of  Corporation  Yard. 

Peter  Burns Veterinary  Surgeon. 

John  Wills Carpenter. 

George  Maxwell Hydrantman. 

Dennis  Sullivan Hydrantman. 

Charles  Lyons Drayman. 

Cornelius  Guinee Watchman. 


COMPANY  STATISTICS. 
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ENGINE  COMPANY  No.  1. 

LOCATION- PACIFIC,  BETWEEN  MONTGOMERY  AND  SANSOME. 


.NAMES. 

OCCUPATION". 

NO.   BADGE. 

RANK. 

Engineer 

2 
3 

4 

1 
5 
6 

8 
9 
10 
11 

19 

Engineer. 

MEMBERS    AT   CALL. 

Stevedore 

Clerk 

ii 

Bricklayer 

ii 

■i 

ENGINE  COMPANY  No.  2. 

LOCATION-NO  KTH  SIDE  BUSH,  BETWEEN  KEARNY  AND  DUPONT. 


NAMES. 

OCCUPATION. 

NO.  BADGE. 

BANK. 

14 
16 
15 

13 

17 
13 
19 
20 
21 

23 

24 

Stephen  F.  Neall 

Clerk 

MEMBERS  AT   CALL. 

Thou. as  Tracey 

John  J.  Nagle 

Stephen  Fay 

eman. 

Whip-maker 

R.  0.  West 

ii 

John  D.  En  nis 

D.  A.  Smith 

Clerk 

" 
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ENGINE  COMPANY  No.  3. 

LOCATION -SOUTH  SIDE  CALIFORNIA,  BETWEEN  LEAVENWORTH  AND  HYDE. 


NAMES. 

OCCUPATION. 

NO.  BADGE. 

RANK. 

26 

28 
27 

25 
29 
30 
31 
32 
33 
34 
35 
36 

Engineer. 

MEMBERS   AT    CALL. 

Boiler-maker 

Thomas  J.  Shields 

Lather 

X 

Gasfitter 

si 

CI 

ENGINE  COMPANY  No.  4. 
LOCATION— WEST  SIDE  SECOND,  BETWEEN  NATOMA  AND  HOWARD. 


NAMES. 

OCCUPATION. 

NO.  BADGE. 

RANK. 

John  J.  Murphy 

Charles  Bell 

Engineer 

38 
40 
39 

37 
41 
42 
43 
44 
45 
46 
47 
48 

Engineer. 

MEMBERS  AT   CALL. 

Harness-maker 

William  E.  Tracey 

Iron-worker 

William  Brown 

X 

II 

11 

William  Redmond 

II 

II 
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ENGINE  COMPANY  No.  5. 

LOCATION-WEST  SIDE  STOCKTON,  BETWEEN  PACIFIC  AND  BROADWAY. 


NAMES. 

OCCUPATION. 

NO.  BADGE. 

RANK. 

£8 
59 
60 

49 
50 
51 
52 
53 
54 
55 
56 
57 

Engineer. 

MEMBERS   AT  CALL. 

i. 

>< 

„ 

ii 

Blacksmith 

ii 

ENGINE  COMPANY  No.  6. 

LOCATION— EAST  SIDE  OF  SIXTH,  SOUTH  OF  FOLSOM 


NAMES. 

OCCUPATION. 

NO.  BADGE. 

RANK. 

61 
62 
63 

64 
65 
66 
67 
68 
69 
70 
71 
72 

Geo.  W.  Walsh 

MEMBERS  AT   CALL. 

ti 

•  i 

•  • 

■  i 

ii 
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ENGINE  COMPANY  No.  7. 
LOCATION— SIXTEENTH  STREET,  ABOVE  VALENCIA. 


NAMES. 

OCCUPATION. 

NO.   BADGE. 

RANK. 

Engineer 

73 

74 
75 

76 
77 
78 
79 
80 
81 
82 
83 
84 

Engineer. 
Stoker. 

MEMBERS   AT  CALL. 

John  O'Neil 

Lamplighter 

Foreman. 
Assistint  Foreman. 

Eil ward  O'Neil 

Thos.  Barry 

John  K.  Thompson 

ENGINE  COMPANY  No. 


LOCATION-NORTH  SIDE  OF  PACIFIC  AVENUE,  BETWEEN  POLK  STREET  AND 
VAN  NESS  AVENUE. 


NAMES. 

OCCUPATION. 

NO.  BADOE. 

RANK. 

86 

88 

87 

85 

90 
91 
92 

94 
95 
96 

Engineer. 

Team»ter 

Clerk 

MEMBERS    AT  CALL. 

R.  J.  Courtier 

James  Crowley 

Gasfitter 

Assistant  Foreman. 

Lamplighter 

John  Kiernan 

Frank  F.  Northev 

Painter 

Butcher 

Collector 

r 
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ENGINE  COMPANY  No.   9. 
WEST  SIDE  MAIN,  NEAR  FOLSOM. 


NAMES. 

OCCCPATION 

NO.  BADGE. 

RANK. 

W.  Doushlas 

99 

100 

97 
101 
102 
103 
104 
105 
106 
107 
108 

Engineer. 

W.  H.  Davis 

MEMBERS   AT  CALL. 
J.  Welch 

J.  Clark 

(i 

it 

a 

ii 

ENGINE  COMPANY  No.  10. 


LOCATION- BRYANT,  BETWEEN  THIRD  AND  FOURTH. 


NAMES. 

OCCUPATION. 

NO.   BADGE. 

RANK. 

Machinist 

Batcher 

Machinist 

110 
111 
112 

109 
113 
114 
115 
116 
117 
118 
119 
120 

Driver. 

Stoker. 

MEMBERS    AT   CALL. 

B.  A.  Rawle 

D.  Kirby 

T.  Bender 

Bricklayer 

W.  C.  Erben..  .. 

J.  McCauley 

26 
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ENGINE  COMPANY  No.  11. 

LOCATION-TENERIFFE  STREET,  NEAR  RAILROAD  AVENUE. 


NAMES. 

OCCUPATION. 

NO.  BADGE. 

RA^K. 

196 

197 
198 

199 
200 
201 
202 
203 
204 
205 
206 
207 

Engineer. 

MEMBERS    AT  CALL. 

Cli  irk's  \V.  Smith 

ii 

•  I 

ii 

ii 

ii 

c 


ENGINE  COMPANY  No.   12. 
LOCATION     CORNEB  COMMERCIAL  AND  DRUMM. 


NAMES. 

OCCUPATION. 

NO.   BADGE. 

RANK. 

248 
250 
249 

247 
256 
256 
255 
254 
252 
253 
251 
258 

Engineer. 

MEMBERS    AT   CALL. 

Marble-cutter 

ii 

ii 

ii 

Isidore  Gurmendez 

ii 

Cigar  maker 

■  i 

COMPANY  STATISTICS. 


ENGINE  COMPANY  No.  13. 
LOCATION— VALENCIA,  BETWEEN  TWENTY-FOURTH  AND  TWENTY -FIFTH. 


NAMES. 

OCCUPATION. 

NO.  BADGE. 

RANK 

L.  J.  Small 

J.  W.  Tullv 

Engineer 

Clerk 

28G 

s 

2J9 
290 
291 
2P2 

294 
295 
296 

297 

Engineer. 

Teamster 

Calker 

Driver 

MEMBERS   AT   CALL. 

Thos.  Cavanagh 

Foreman. 

Agent 

<i 

ii 

it 

n 

I! 

ENGINE  COMPANY  No.  14. 
location- McAllister  street,  between  buchanan  and  Webster. 


NAMES. 

OCCUPATION. 

NO.  BADGE.  ' 

RANK 

Engineer 

Wire-worker 

231 
224 

223 
229 
227 
225 
230 
226 
299 
300 
228 

Engineer. 
Stoker. 

MEMBERS    AT   CALL. 

John  E.  Littlefield  . . . 

Thos.  Minton 

Shoemaker 

T.  F.  McCraith..    . 

<< 

<< 

<< 

" 

<< 
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ENGINE  COMPANY  No.  15. 

LOCATION— CALIFORNIA  STREET,  BETWEEN  LAGUNA  AND  BUCHANAN. 


NAME-. 

OCCUPATION. 

NO.  BADGE. 

RANK. 

.Machinist 

Moulder 

302 
303 
304 

301 
3<  5 
306 
307 
308 
309 
310 
311 
312 

Engineer. 
Stoker. 

Driver. 

Foreina.il. 
Assistant  For* 
Hoseman. 

Robert  Connor 

ME5IBERS    AT   CALL. 

Clerk 

Clerk 

5 

Thomas  K.  Walsh 

Clerk  

Laborer < 

I 


HOSE  COMPANY  No.  1. 

LOCATION-JACKSON  STREET,  BETWEEN  FRONT  AND  DAVIS. 


John  Dougherty 

Shad.  Campbell 

MEMBERS   AT   CALL 

Charles  Towe 

Wm,  Ellison 

Richard  Hammond 

John  B.  Coles 

Jerry  Dugan 

John  Dougherty 

Sylvester  Sullivan 


OCCUPATION-. 


Teamster 

Teamster 

Calker 

Boatman 

Boatman 

Calker 

Laborer 

Telegraph  operator 
Painter 


NO.  BADGE. 

RANK. 

12S 

Driver. 

129 

Steward. 

121 

Foreman. 

122 

Assistant  Foreman. 

123 

Hoseman. 

124 

" 

125 

" 

126 

" 

127 

COMPANY  STATISTICS. 
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HOSE  COMPANY  No.  2. 


LOCATION— POST  STREET,  SEAR  FILLMORE. 


NAMES. 

OCCUPATION. 

NO.  BADGE. 

Teamster 

131 

132 

MEMBERS   AT   CALL. 

136 

137 

138 

Driver. 

Steward. 


Foreman. 
Assistant  Foreman. 


HOSE  COMPANY  No.  3. 

LOCATION— FOLSOM,  BETWEEN    TWENTY-FIRST  AND  TWENTY-SECOND. 


NAMES. 

OCCUPATION. 

James  P.  Flynn 

MEMBERS  AT  CALL. 

Robert  T.  Browne 

NO.  BADGE. 

RANK. 

139 

Driver. 

140 

Steward. 

141 

Foreman 

142 

Assistant  Foreman. 

143 

Hoseman 

144 

" 

145 

146 

" 

147 

30 
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HOSE  COMPANY  No.  4. 
LOCATION— STOCKTON  STREET,  NEAR  GREENWICH. 


NAME-. 

OCCUPATION. 

BADGE.  NO. 

RANK. 

149 
150 

us 

153 
155 
156 
154 

151 
152 

Driver 

MBMBEBS    AT   CALL. 

Carpenter 

F.  W.  Keene 

D.  A.  Finn 

Clerk 

ii 

J.  W.   Bradv 

ii 

Ed.  Harden .... 

Clerk 

ii 

HOSE  COMPANY  No.  5. 

LOCATION-MARKET  STREET,  BETWEEN  TENTH  AND  ELEVENTH. 


N.  H.  Arnett 

Jno.  MeCormick 

MEMBERS  AT  CALL. 

J  as.  Riley 

Wni.  Muleahy 

Jas.  Sawyer 

Wm.  Moran 

Andrew  Meagher 

Jno.  Cronin 

J.  Wilkinson 


OCCCPATION. 


Teamster 

Teamster 

Porter 

S.  F.  Gas  Co. 
Brass  worker 
S.  F.  Gas  Co. 
Tinsmith. . . . 
Soda  bottler. 
Cooper 


JO.  BADGE. 

RANK. 

157 

Driver. 

158 

Steward. 

159 

Foreman. 

163 

Assistant  Foreman. 

160 

Hoseman. 

161 

" 

162 

" 

164 

" 

165 
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HOSE  COMPANY  No.  7. 

LOCATION— TENNESSEE,  BETWEEN  SIERRA  AND  NAPA. 


NAMES. 

OCCUPATION. 

NO.  BADGE. 

RANK. 

259 
260 

261 
262 
263 
264 
265 
266 
267 

Driver 

Phil.  O'Neal 

MEMBERS   AT  CALL. 

M.  McCoy  .... 

John  O'Neill  . 

tt 

(f 

tt 

HOSE  COMPANY  No.  8. 

LOCATION— FILBERT,  BETWEEN  WEBSTER  AND  FILLMORE. 


NAMES. 

OCCUPATION. 

NO.  BADGE. 

RANK. 

J.  J.  McKnight 

270 

268 
271 
272 
273 
274 
275 
276 

D.  H.  Kennard 

MEMBERS  AT  CALL. 

J.  J.  Casebolt 

H.  Schmidt 

P.  Canty 

Lamplighter 

(i 

G.  Lilly 

" 

H.  Perry 

» 

32 


CHIEF  ENGINEER'S  REPORT. 


HOSE  COMPANY  No.  9. 

(Fire-boat.) 

LOCATION-MARKET  STREET  WHARF,  FOOT  OF  MARKET  STREET. 


NAMES. 

OCCUPATION. 

NO.    BADGE. 

RANK. 

Samuel  Gardner 

Shipwright 

277 
278 

279 
280 
281 
282 
283 
284 
285 

Driver. 

MEMBERS   AT  CALL. 

Barber 

Joseph  Kcane 

ii 

u 

ii 

<• 


TRUCK  COMPANY  No.  1. 

LOCATION-OTARRELL,  WEST  OF  DUPONT. 


NAME8. 

OCCUPATION. 

NO.  BADGE. 

RANK. 

168 

166 
172 
169 
171 
170 
174 
173 
175 
176 
178 
179 
177 
180 

J.  F.  Dolan 

MEMBERS   AT   CALL. 

H.  Quinn 

Box  maker 

ii 

w.  otto : . . . 

i< 

M.  H.  Hussey 

u 

Clerk 

u 

it 

ii 

Calker 

Lamplighter 

ii 

i.- 

COMPANY  STATISTICS. 
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TEUCK  COMPANY  No.  2. 

LOCATION-BROADWAY,  BETWEEN  DUPONT  AND   STOCKTON. 


NAMES. 

OCCUPATION. 

NO.  BADGE. 

RANK. 

194 
195 

181 
183 
186 
190 
187 
184 
182 
191 
188 
185 
192 
189 
193 

Peter  H.  Fleming 

MEMBERS   AT   CALL. 

Baker 

Clerk..., 

Lamplighter 

Florist 

II 

Henry  Cumiskey 

<l 

■  i 

>i 

Tinsmith 

■  i 

>■ 

It 

Bartender 

Clerk 

■1 

it 

TEUCK  COMPANY  No.  3. 

LOCATION— MARKET,  BETWEEN  TENTH  AND  ELEVENTH. 


NAMES. 

OCCUPATION. 

NO.  BADGE. 

RANK. 

Teamster 

208 
209 

210 
211 
212 
23 
214 
215 
216 
217 
218 
219 
220 
221 
222 

W.  E.  Gallatin 

MEMBERS   AT   CALL. 

W.  Waters 

Painter 

F.  Haskell 

Plumber 

>< 

J.  McKittrick 

ii 

C.  Silvey 

ii 

•  ■ 

J.  Walsh 

ii 

F.  Carew 

Painter 

San  Francisco  Gas  Co 

" 

<■ 
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TRUCK  COMPANY  No.  4. 


LOCATION  -PACIFIC,  BETWEEN-  JONES  AND  LEAVENWORTH. 


NAMES. 

OCCUPATION. 

NO.  BADGE. 

RANK. 

233 

234 

232 

235 
236 
237 
238 
239 
240 
241 
242 
243 
244 
245 
246 

MEMBERS    AT   CALIi 

Charles  Wolf 

William  H.  Kelly 

William  Vaughn 

CI 

William  Horigan 

ic 

ii 

i( 

ii 

ii 

S.  Hiljrerloh 

Joseph  Fox 

Henry  O'Ncil 

Porter 

" 

ii 

( 
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STATEMENT  OF  DETAILS  OF  FIRES  AND  ALARMS 


July  3.. 
July3.. 
July  3.. 
July  3.. 
July  3.. 
July  3.. 
July  3.. 
July  3.. 
July  3.. 
July  :■;.. 
July  4.. 
July  4.. 
July  4.. 
July  4.. 
July  4.. 
July  4.. 
July  4.. 
July  4.. 
July  4. 
July  4 . 
July  4 . 
July  4. 
July  4. 
July  4. 
July  4. 
July  4 . 
July  4. 
July  5. 
July  5. 
July  5. 


2. 45  p.  m . 
2  45  p.  m. 

3.15  p.  in. 
3.33  p.  m. 
8.00  p.  ni. 

4.16  p.  in. 
4.29  p.  m. 
4.45  p.  m. 
5.10  p.  m. 
8.53  p.  in. 

10.00  a.  m. 
10.50  a.  m. 
11.00a.  in. 

2.3.r>  p.  111. 
3.40  p.  m. 
7.00  p.  m. 

7.15  p.  m. 
7  30  p.  m . 
7.35  p.  m. 
7.45  p.  m. 
7.48  p.  m. 
7.50  p.  m. 
7.55  p.  m. 
8.00  p.  in. 

8.16  p.  m. 
8. 30  p.  m . 
9.00  p.  m. 

12.32  a.  m. 
12.40  a.  m. 
12-52  p.  m . 


73 

73 
Still. 
159 
Still. 

46 
Still. 
Still. 
Still. 

94 
Stiil. 

Still. 

154 

Still. 

St' 11. 

Still. 

Still. 

Still. 

Still. 

Still. 

Still. 

Still. 

Still. 

125 

Still. 

Still. 

2 
Still. 
371 


HOW   OCCUPIED. 


339  Eighth 

391  Eighth 

1151  Harrison 

14  and  14J  Moss 

1806  Polk 

420  Sutter 

7  Hopeton  terrace  . . . 

9  Bal<hv;n  court 

54  Third 

720  Ellis 

820  Sixth 

636  Sutter 

7  Willow  avenue 

13  &  15  Oak  Grove  av 

103  Sixth  

435  Clementina 

14  Heron 

30  Ellis 

313  Sixth 

729  Mission 

Harrison  and  Park  av 

631  Stevenson 

523  Howard 

Latham  place 

2116  Jones 

3  and  5  Florence 

706  Mason 

2421  Mason 

2832  California 

Sutter  and  Jones 


Dwelling  &  Laboratory 

Dwelling 

Dwelling 

Dwelling 

Dwelling 

Dwelling 

Dwelling 

Dwelling 

Clothing  store 

Dwelling 

Clothing  store 

Dwelling 

Dwelling 

Dwelling 

Cigar  store 

Dwelling 

Dwelling 

Dwelling 

Dwelling 

Church 

Dwelling 

Dwelling 

Dwelling 

Dwelling 

Dwelling 

Dwelling 

Dwelling 

Coal  shed 

Dwelling 

Dwelling  and  grocery  . 


3  story  frame  . 
2  story  frame  . 
2  story  frame  . 
2  story  frame  . 
2  story  frame  . 
2  story  frame  . 
2  story  frame  . 
2  story  frame  . 
2  story  fram  . 
2  story  frame  . 
2  story  frame  . 
2  story  frame  . 
2  story  frame  . 

2  story  frame  . 

3  story  frame  . 
2  story  frame  . 
2  story  frame  . 

2  story  frame  . 

3  story  frame  . 

1  story  frame  . 

2  story  frame  , 

3  story  frame 
2  story  frame 
2  story  frame 
2  story  frame 
2  story  frame 
2  story  frame 

1  story  frame 

2  story  frame 
2  story  frame 


STATEMENT  OF  FIRES  AND  ALARMS. 


FOR  THE  YEAR  ENDING  JUNE  30,   1885. 


Unknown 

Unknown 

Sparks  from  fire 

Fireworks 

Fireworks 

Fireworks 

Fireworks 

Fireworks 

Fireworks 

Fireworks 

Fireworks 

Fireworks 

Fireworks 

Fireworks 

Fireworks 

Fireworks 

Fireworks.. 

Ashes 

Fireworks 

Fireworks 

Fireworks 

Firew  rks 

Fireworks 

Fireworks 

Fireworks 

Fireworks 

Fireworks 

Fireworks 

Fireworks 

Carelessness  with  cigar 


OWNER  OR  OCCDPANT. 


L.  Hilmar 

J.  Deitz 

J.  Smith 

L.  Kuennecke 

Unknown  

H.  Reese 

S.  Drake 

P.  McShaffrey 

A.  Har.hal 

C.  O'Connor 

M.  Farrell 

C.  Cushing 

E.   Pavie «.„ 

E.  Bernard 

Kafka  &  Simon 

M.  Pickett 

P.  Lawler 

W.  S.Taylor 

M.  Dillon 

Presbyterian  Trustees. 

C.  C.  Westphal 

A.  McQuade 

W.  W.  Foote 

L.  F.  Tuttle 

F.  Townsend 

A.  D.  Augspeorge 

P.  C.  Lawson 

P.  01ev:a 

A.  Bagge 

E.  Menke 


LOSS. 

INSURANCE. 

PAID. 

$7,022  15 

$7,000  00 

$6,622  15 

10  00 
60  00 

2,300  00 

60  00 

50  00 

5,000  00 

50  00 

10  00 
16  00 

3,600  0 

10  00 

12  00 

437  50 

12  00 

20  CO 

600  00 

20  00 

20  00 

1,000  00 

20  00 

62  50 

1,500  00 

62  50 

50  00 

4,100  00 

50  00 

396  50 

7,000  00 

396  50 

25  00 

1,090  00 

25  00 

660  00 

2,600  00 

650  00 

5  00 
10  00 
10  00 

1,200  00 

1,800  00 

10  00 

10  00 
20  50 

2,000  00 

20  50 

5  00 

3,500  00 

5  00 

15  00 

2,000  00 

15  00 

27  00 

3,600  00 

27  00 

10  00 
10  00 
10  00 
13  50 

450  00 

2,000  00 

13  50 

20  00 

3,000  00 

20  00 

5  00 
10  00 

* 

2,000  00 

10  00 

35  00 

5,000  00 

25  00 

3b 


CHIEF  ENGINE EK'S  REPORT. 


STATEMENT  OF  DETAILS  OF  FIRES  AND  ALiRMS 


July  5. 
JulyS. 
July  5. 
July  5. 
July  6. 
Julyo. 
Julyf.. 
July  6. 
July  (i. 
July  6. 
Julys. 
July  9. 
July  10 
July  10 
July  10 
July  12 
July  12 
July  12 
July  12 
July  15 
July  15 
July  15. 
July  15 
July  16 
July  16, 
July  16 
July  1(3 
July  16 
July  17 
July  21 


1.10  p.  m 
1.51  p.  in 
1.51  p.  m 
3.1s)  p.  m 

6.34  p.  m 
6.15  p.  m 
7.00  p.  m 
7.15  p.  m 

12.05  a.  m 
12.16  a.  m 

7.26  p.  m 
9.00  p.  m 

12.06  a,  in 
6.59  p.  m 
7.40  p.  m 
5.06  a.  in 
5.06  a.  in 
5.06  a.  m 
9.47  a.  m 

12.20  a.  m 
2.14  a.  m 

7.35  p.  m 
10.43  p.  m 

5.30  p.  m 
9.37  p.  m 
9.37  p.  m 
9.87  p.  m 
9.37  p.'m 
S.10  p.  m 
1.42  a.  in 


371 

371 
9 

27 

still. 

Still. 

Still. 

79 

still. 
31 

Still 
Still. 

95 

still. 

61 

61 

61 
12S 


SSsi  Washington 

614  Mason 

616  Mason 

1511  Dupont 

427  Montgomery 

42S  Seventh 

417  Clementina 

1508  Larkin 

1S46  Howard 

1315  Sacramento 

Sacramento  &  Sansme. 

222  Clara  

125  Main 

433  Stevenson 

829  Market 

246  Third 

2S2  Third 

710  Folsom 

1447  Leavenworth    

Vermont 

Grove  and  Webster.  .. 

1114  Market 

1318  Jackson 

243  Second 

10  Brannan 

12  Brannan 

14  Brannan 

16  Brannan 

1306  California 

27  Pacific 


HOW   OCCUPIED. 


Chinese  dwelling-.  . . . 

Dwelling 

Dwelling    

Dwelling 

Carriage  repository . . 

Dwelling 

Dwelling 

Dwelling 

Dwelling 

Dwelling 

Book  bindery 

Dwelling 

Fruit  canning 

Dwelling 

Furniture  store 

Lodging  house 

Hat  man 

Siore  house 

Stable 

Duelling 

Dwelling  and  grocery 

Tailor 

Clay  pipe  factory 

Dwelling 

Storage  shed 

Cooper  shop 

Dwelling 

Dwelling  and  cooper. 

Dwelling 

Saloon 


3  story  brick  . 
3  story  frame 
3  story  frame 
3  story  frame 
3  story  brick. 
2  story  frame 
2  story  frame 
2  story  frame 
2  story  frame 

2  story  frame 

3  story  brick . 
3  story  frame 
3  story  frame 

2  story  frame 
1  story  frame 

3  story  brick  . 
1  story  frame 

1  story  frame 

2  story  frame 
2  story  frame 
2  story  frame 

4  story  frame 

1  story  frame 

2  story  brick  . 
1  story  frame 
1  story  frame 
1  story  frame 
1  story  frame 
1  story  frame 
1  story  frame 


STATEMENT  OF  FIRES  AND  ALARMS. 


FOR  THE  YEAR  ENDING  JUNE  30,  1885. 


Carelessness  with  matches . . 

Fireworks 

Fireworks 

Fireworks 

Ashes  

Fireworks 

Fireworks 

Fireworks 

Carelessness  with  candle  ... 

Fireworks 

Gaslights 

Explosion  of  coal  oil  lamp  . 

Tinker's  furnace 

Sparks  from  smokestack  . . , 
Carelessness  with  matches. 

Defective  furnace 

Defective  furnace 

Defective  furnace 

Ashes 

Defective  chimney 

Carelessness  with  matches 

Gaslight 

False 

Children  with  matches. . . . 

Carelessness  with  fire 

Carelessness  with  fire 

Carelessness  with  fire 

Carelessness  with  fire 

Carelessness  with  candle  . . 
Unknown 


OWNER    OR   OCCUPANT. 


Ly  King 

G.  H.  Lovegrove. 
G.  H.  Lovegrove. 

N.  Marina 

H.  Whittel 


M   Linnahan 

J.  Noonan 

G.  Gocdrum 

M.  A.  Ward 

M.  E.  Butterworth . . 

M.  Horan 

Code,  Elfelt&Co.... 

C.  Kelly 

D.  Lundy 

J.  F.Swift 

D.  Staidoharu 

M.  Landent 

Clay  Street  Railroad . 

M.  Conley 

J.  Lyng..» 

W.  E.  Dean 

J.  Garvin 

D.  C.  McRuer 

J.  Danman 

G.  Lanson 

E.  Jacobson 

G.  Lanscn 

V.  Desjardin 

W.  Kerchner 


INSURANCE. 


$5   00 

133  00 
276  35 

40  00 
98  50 
15  00 
30  00 
12  00 
10  CO 
5  00 
311  90 
20  00 
50  00 
25  00 
50  00 
106  00 
503  25 
100  00 
1  00 
250  00 
476  00 
702  00 


$  4,333  32 

4,333  32 

5,000  00 

22,500  00 

1,500  00 

2,000  00 

3,000  00 

4,200  00 

1,000  00 

119,000  00 

500  00 


257  00 
50  00 

794  50 

150  00 
1.381  00 
2,100  00 

624  50 


2,000  00 

3,000  00 

32,000  00 

500  00 


3,500  00 
47,000  CO 


3,700  00 


803  00 

5,000  0J 

5:0  00 


$133  00 
176-  35 
40  00 
73  50 
15  00 
30  CO 
12  60 


5  00 
306  90 

20  00 


25  00 
50  00 
106  00 
428  25 


476  00 
702  00 


800  00 

2,100  00 

324  50 
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CHIEF  ENGINEER'S  REPORT. 


STATEMENT  OF  DETAILS  OF  FIRES  AND  ALARMS 


July  23. 
July  21. 
July  24. 
July  24. 
July  24 
July  24 
July  21 
July  24 
July  27 
July  27, 
July  28. 
July  28. 
July  29. 
July  80. 
July  30. 
July  30. 

Auk.  2  . 

Aug.  2.. 

Aug.  3.. 

Aug.  3.. 

Aug.  3.. 

Aug.  3.. 

Aug.  3.. 

Aug.  3.. 

Aug.  3.. 

Aug  3.. 

Aug.  3.. 

Aug.  3.. 

Aug.  4.. 

Au<r.5.. 


12.28  a.  m. 

12.05  a.  m. 

12.05  a.  m. 

12.05  a.  m. 

12.05  a.  m. 

12.05  a.   m. 

12.05  a.  m. 
12.30  a.   m. 

3.00  a.  m. 

4.35  p.  m. 

4.15  a.  m. 

8.00  a.  m. 

8.05  a.  m. 
12.17  a.  m. 
05  a.  ni. 
11,12  a.  m. 
I  a.  m. 
12.30  p.  m. 
12.33  p.  m . 

2.33  p.  m. 
12.33  p.  m. 
12.33  p.  m. 
12.33  p.  m.. 
12.33  p.  m . 
12  33  p.  m . . 

2.47  p.  in.. 

5.29  p.  m.  . 

7.20  p.  m.. 

5.00  p.  m.. 

2.12  a.  m. . 


5 
C 

stiil 
61 
12 

Still. 

158 

281 
31 

245 

273 

Still. 

172 

172 

172 

172 

172 

172 

172 

172 
8 

62 
Still. 

156 


HOW   OCCUPIED. 


3  and  5  Commercial . . .    Stable 

Union  and  Sansome.  . .  I  Dwelling  . . . 

Sansome Unoccupied . 

Sansome i  Unoccupied. 

Sansome Dwelling'... 

203  Union Unoccupied, 

205  Union   Dwelling  . . . 

Union \ 


1812  Powell Stable 

243  and  245  Third I  Dwelling  and  bakery 


514  Pine 

SIIy.1: 

903  Folsom 

San  Bruno  road 
415  and  417  Sact'o  . . 

Geary 

Collingwood 

1901  Stockton 

900  McAllister 


Carpenter  shop 

Dwelling 

Paint  shop 

Packing  house. 
Wood  turner. . . 

School 

Dwelling 

Dwelling 

Dwelling 


)2  McAllister '  Dwelling 


904  McAllister. 

906  McAllister 

908  McAllister 

910  McAllister 

912  McAllister 

McAllister 

1516  Stockton 

Jessie  and  Fourth  . . 

Chattanooga 

Kin? 


Dwelling 

Dwelling 

Dwelling 

Dwelling 

Duelling 

Dwelling 

Dwelling  and  barber . 

Lodgings 

Dwelling 

Freight  shed 


2  story  frame 
2  story  frame 
2  story  frame 
2  st  >r>  frame 
1  story  frame 
1  story  frame 
1  story  frame 


2  story  frame 

1  story  frame 

2  story  frame 
2  story  frame 
2  story  frame 

2  story  frame  . 

3  story  brick  . . 
3  story  frame  . 
2  story  frame  . 
2  story  frame  . 
2  story  frame  . 
2  story  frame  . 
2  story  frame  . 
2  story  frame  . 
2  story  frame  . 
2  story  frame  . 
2  story  frame  . 
2  story  frame  . 
2  story  frame  . 
2  story  frame  . 
2  story  frame  . . 
1  story  frame  . . 


STATEMENT  OF  FIRES  AND  ALARMS. 


U 


FOR  THE  YEAR  ENDING  JUNE  30,  1885. 


CAUSB. 

OWNER   OR  OCCUPANT. 

LOSS. 

INSURANCE. 

PAID. 

S25  00 
850  00 
300  00 
150  00 
700  00 
150  00 
350  00 

§3,000  00 

300  00 
500  00 

200  00 

150  00 

200  00 

J.  Keeler 

T.  Folev.     . 

45  00 
360  00 
80  00 
105  00 
7,500  00 
3,333  40 

2,500  00 
1,000  00 
1,500  00 
1,400  00 
2,500  00 
119,850  00 

10  00 

80  00 

D.  D.  Sweet 

M.  Strouse&Co 

T.  Williams 

2,500  00 

2.8S3  40 

False 

J.  Wieland 

25  00 
629  50 
785  00 
1,790  00 
2,937  75 
2,530  00 
2,775  00 
3,114  35 
1,0S0  00 

1,300  00 

4,500  00 
6,777  7S 
4,027  78 
4,777  78 
'2,777   78 
3,777  78 
5,277  78 
6,277  78 

25  00 

629  50 

7S5  00 

2,937  75 

1,730  00 

2,775  00 

3,114  35 
1,080  CO 

335  00 
5  00 
5  00 

700  00 

100  00 

85  00 

2,000  09 

5  00 

Carelessness  with  pipe 

0.  P.  R.  R.  Co 

42 


CHIEF  ENGINEER'S  EEPOET. 


STATEMENT  OF  DETAILS  OF  FIEES  AND  ALAEMS 


DATE.  TIME. 


Aug.  5 . . 

12  12  a.  m 

Aug.  5 . . 

3.00  a.  m 

Aug.  5 . . 

10.08  a.  in 

Aug.  5 . . 

10.08  a.  in 

Aug.  5. . 

10.08  a.m. 

Aug.  6.. 

4.08  p.  m. 

Aug.  5 . . 

10.18 p.  in. 

Aug.  6.. 

7.45  p.   IN  . 

Aug.  S.. 

5.82  p.  m. 

Aug.  12. 

1.20  p.  in 

Aug.  21 . 

1.28  a.  ni. 

Aug.  21 . 

L.28  a,  m. 

Aug.  24, 

4.15  a.  m. 

Aug  26. 

9. co  p.  m . 

Aug.  29. 

L0.87  a.  ni. 

Aug.  29. 

10.37  a.  m. 

Aug.  29. 

10.87  a.  in. 

Aug.  29. 

10.87  a.  in. 

Aug.HO. 

10.10  i'.  ni. 

Aug.  31. 

3.45  a.  m. 

Sept.  1. 

9.58  a.  in. 

Sept.  1. 

10.30  p.  ni. 

Sept.  2. 

6.25  p.  m. 

Sept-  3. 

11.16  a.  m. 

Sept.  4. 

3.10  a.  m. 

Sept.  4. 

3.10  a.  m. 

Sept.  4. 

11.39  a.  m. 

Sept.  4. 

11.44  p.  m. 

Sept.  4. 

11.44  p.  m.. 

Sept.  4. 

LI.  44  p.  in. 

46 

Mill. 
154 
154 
154 
i;.l 
13 
Still. 

B8 
Still. 
52 
36 
18 
18 
158 
182 
182 
182 


LOCATION. 


King 

532  Fourth  .... 
17  to  23  Ma  in... 
25  to  31  Main..  . 

33  Main 

Pine 

cum  Cook  alley 

179  Jessie 

Thirtieth 

I"  Bourbon 

1  wa 


214  Dupont 

L21  Montgomi  rj 

32  and  34  (.illicit  .... 

12:;  Gilbert 

121  Gilbert 

124  Gilbert 

81b  Battery 

Foist m  &  Serpentine 

112  Lilly  avenue 

532  Mission 

42  Main 

Stewart 

412  Pacific 

414  Pacific 

405  Clementina 

146Bluxome 

148  Bluxome 

14S  Bluxome  (rear)  . . . 


HOW  OCCUPIED. 


Cars 

Dwelling 

Bindery  &  lithographer. 
Lithographer  and  mach. 
Saloon 


Chinese  dwelling 

Paper  1  OX  factory  .... 

Dwelling 

Dwelling 

Dwelling 

Unfinished 

Club  room 

Lodging  bouse 

Dwellirg 

Dwelling  and  grocery  . . 

Dwelling 

Dwelling 

Fruit  drying 

Tannery 

Dwelling 

Dwelling  and  grocery  . . 

Foundry 

Hay  barn 

Lodging  house 

Dwelling 

Dwelling 

Furniture  manufactory . 

Dwelling 

Furniture  Manufactory  . 


Cars 

2  story  frame 

3  story  brick  . 
3  story  brick  . 
1  story  frame 


2  story  brick  . 
2  story  frame 
2  story  frame 
2  story  frame 
2  story  frame 
2  story  frame 

2  story  brick  . 

3  story  brick  . , 
1  story  frame  . 

1  story  frame  . 

2  story  frame  . 
2  story  frame  . 

story  brick  . . 
2  story  frame  . 
story  frame  . 
story  frame  . 
stoiy  frame  . 
story  frame  . 
story  frame  . 
story  frame  . 
story  frame  . 
story  frame  . 

2  story  frame  . 

3  story  frame  . 


STATEMENT  OF  FIRES  AND  ALARMS. 


FOR  THE  YEAR  ENDING  JUNE  30,  1885. 


CAUSE. 

OWNER  OR  OCCUPANT. 

LOSS. 

NSURANCE. 

PAID. 

Carelessness  with  pipe 

C.  P.  R.  R.  Co 

$2,000  00 

8  50 

1,313  00 

146,616  35 

75  00 

$1,500  00 
52,000  00 

222,700  00 
800  00 

$8  50 

1,313  00 

133,905  35 

R.  R.  Thompson 

R.  R.  Thompson 

Upsetting  of  varnish 

Explosion  coal  oil  lamp 

477  39 
55  00 

4,100  00 

2,470  00 

1,200  00 

2,265  00 

15  00 

400  00 

1,400  00 

660  00 

50  00 

35S  75 

2,300  00 

10  00 

5  80 

8,750  00 

600  00 

13,000  00 

200  00 

D.  C.  Bain 

900  00 
1,600  00 
2,000  00 
5,000  00 
1,100  00 
3,000  00 

850  00 

Scott  &  McCord 

W.  K.  Van  Allen 

A.  Borromeo 

50  00 

155  50 

47  00 

35  00 

12,000  00 

1,600  00 

10,000  00 

4,250  00 
4,100  00 
1,000  00 

47  00 

H.  Granz 

4,000  f0 

450  00 

2,250  00 

4,000  00 

450  00 

2.250  00 

u 


CHIEF  ENGINEER'S  REPORT. 


STATEMENT  OF  DETAILS  OF  FIRES  AND  ALARMS 


Sept.  4. 
Sept.  4. 
Sept.  4. 
Sept.  4. 
Sept.  4. 
Sept.  4. 
Sept.  4. 
Sept.  5. 
Sept.  5. 
Sept.  6. 
Sept.  6. 
Sept.  6. 
Sept.  10 
Sept.  11 


12.44  p.  m. 
11.44  p.m. 
11.44  p.  m. 
11.44  p.  m. 


11. 4  1 


Sept.  11  11.30  p. 
Sept.  12 


Sept.  13 


p  m. 


11.44  p.  in.. 
12.04  a.  m.. 

8.30  p.  m.. 

2.40  p.  in.. 

7.40  p.  in.. 
11.30  p.  m.. 

1.50  p.  m.. 

5  50  p.  m  . . 


Sept.  15 
Sept.  10 
Sept.  17 


10.27  p.  ni 


1.38  p.  in. 

7.00  p.  m. 

9.47  a.  in. 
Sept.  18  7.30  p.  m. 
Sept.  is  7.4.",  p.  in. 
Sept.  20  10.00  p.  m. 


Sept.  21 

Sept.  22 

Sept.  22 

Sept.  25 

Sept.  20 

Sept.  29 
Oct.  3.. 


9.00  p.  in. 
4.19  a.  ni. 
1.19  p.  m. 
3.14  a,  m 


9.00 


p.  in. 


10.47  p.  m. 
11.13  p.  ill, 


73 
32 

Still 

Still. 


29 
Still. 
341 
137 

64 
Still. 

sim. 

175 
271 
246 
Still. 

35 

61 


HOW   OCCUPIED. 


14S  Bluxome  (rear)  . . .  Furniture  manufactory 

152  Bluxome Cabinet-maker. 

154  Bluxome Hair  manufacturer. 

156  Bluxome Dwelling  and  saloon. 

Bluxome Dwelling  and  stable 

617  Brannan Furniture  manufactory. 


617  Brannan  (roar) . 

617  Brannan 

423  Green 

728Nntonia 

Market  and  Pine. . . 

Precita  avenue 

13  Beale 

Thirtieth 

907  Folsoni 


Boiler  house. 


Dwelling 

Dwelling 

Office 

Dwelling' 

Store-house 

Dwelling....... 

Boarding-house. 


426  Jones Dwelling. 


Rouch Dwelling 

Oneida  place Chinese  dwelling  . 

1319  Laurel  avenue.  . .  .  Dwelling 

1633  Eddy Dwelling 

911  Larkin Dwelling 

Mission  and  Fifth Lodging-house  . . 

1131  Dupont Junk  store 

619  G  ildcnGateave...  Dwelling 


Grove  and  Webster  . . 

553  Seventeenth  

1609  Broderick 

2114  Mason 

Pine  and  Montgomery 


Dwelling  and  grocery. 

Dwelling 

Dairy  barn 

Dwelling 

Restaurant  and  offices. 


20  Hunt '  Dwelling  and  grocery 


2  story  frame . 

3  story  frame . 

1  story  frame . 

2  story  frame . 

2  story  frame . 

3  story  frame . 
2  story  brick . . 


3  story  frame 

3  story  frame . 

4  story  brick . . 

2  story  frame  . 

3  story  frame  . 

2  story  frame . 

3  story  frame . 
2  story  frame . 
2  story  frame  . 
2  story  brick. . 
2  story  frame . 

1  story  frame  . 

2  story  frame  . 

4  story  frame. 

3  story  brick. . 
2  story  frame  . 
2  story  frame . 
2  story  frame  , 
2  story  frame . 
2  story  frame . 

5  story  brick . 
2  story  frame  . 


STATEMENT  OF  FIRES  AND  ALARMS. 
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FOR  THE  YEAR  ENDING  JUNE  30,  1885. 


CAUSE. 

OWNER   OR   OCCUPANT. 

LOSS. 

INSURANCE . 

PAID. 

. 

§3,500  00 

12,t31  00 

2,462  50 

3,500  00 

250  00 

200  00 

250  00 

$600  00 
3,100  00 
3,050  00 
1,000  00 
1,583  33 
7,301  03 

G.Fuller 

F.  C.  Hagedom 

W.  A.  Xoacks 

B.  Jackson 

3,100  00 

Unknown  

2,212  50 

1,000  00 

200  00 

H.  Granz 

Explosion  of  coal  oil  lamp 

Sparks  from  chimney 

H.  Medrich  ... 

510  00 
17  00 

3,500  00 
1,600  00 

17  00 

Supposed  carelessness  with  matches 

10  00 
30  00 

1,000  00 

10  00 

Hobbs  &  Gillmore 

40  00 
524  40 

1,000  00 
3,50    00 

40  00 

524  40 

350  00 
62  25 
54  00 

1,500  00 

2,000  00 

500  00 

250  00 

62  25 

Explosion  coal  oil  lamp 

Chimney 

34  00 

55  00 
195  00 
903  53 
193  70 
370  00 

17  50 
5,913  00 

20  00 

3,350  00 
4,000  00 
3,800  00 
2,725  00 
900  00 
500  00 
35,000  00 

55  00 

Explosion  coal  oil  lamp 

K.  Jorden 

195  00 
550  50 

193  70 

Supposed  carelessness  with  candle. 

370  00 

17  50 

Defective  range 

J.  C.  Flood 

5,413  00 

0.  Brady 
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Oct.  3 
Oct.  4 
Oct.  4 
Oct.  6 
Oct.  6 
Oct.  6 
Oct.  7 
Oct.  8 
Oct.  9 
Oct.  9 
Oct.  9 
Oct.  9 
Oct.  10. 
Oct.  10. 
Oct.  12. 
Oct.  12. 
Oct.  14. 
Oct.  15. 
Oct.  16. 
Oct.  17. 
Oct.  17. 
Oct.  20. 
Oct.  20. 
Oct,  21. 
Oct.  23. 
Oct.  27. 
•Oct.  27. 
Oct.  28. 
Oct,  29. 
Oct.  29. 


11.23  p.  m 

10.24  p.  m 

7.02  p.  m 
10.21  a.  m 

8.40  p.  m 
10.  "5  p.  m 
2. 15  p.  m 
9.00  p.  m 
1.40  a.  m 
1.40  a.  m 
9.34  a.  m 
8.00  p.  m 
5.12  a.  m 
5.12  a.  m 

5.03  a.  m 
8.00  p.  m 

11.40  p.  in 
.11  p.  m 
.11  a.  m 

12.00  m... 
7.10  p.  m 
7.32  p.  m 

10.00  p.  m 
5.45  p.  ill 
5.03  p.  m 
8.00  p.  m 
9.00  p.  m 

10.50  a.  m 

10  00  a.  ill 
9.09  p.  m 


93 

Still. 


172 
Still. 
135 
135 
235 
Still. 
156 
156 

34 
Still. 
Still. 

52 

32 
Still. 

62 

18 
Still 

49 
247 
Still. 
Still. 
Still. 
Still. 

32 


113  Leavenworth 

12  Quincy 

802  Van  Ness  avenue . . 

116  Main 

Harrison 

225  Main 

1007  McAllister 

1805Steiner 

1208  and  1210  Polk.... 

moi  Poik 

Potrero  avenue 

427  Sutter 

316  Townsend  

318  Townsend 

Mission  and  Stewart  . . 

815  Harrison 

Bush  and  Kearny 

Mission  and  Fremont. . 
206  to  212  Sacramento. 

730  Market 

259  Minna 

712  Sansome 

867  Folsom 

41S  Sutter 

Scott 

419  Hayes 

1706J  Jessie 

914  Greenwich 

1406J  Powell 

37  and  39  Main 


HOW  OCCUPIED. 


Dwelling 

Dwelling 

Dwelling 

Box  factory 

Foundry 

Asphaltum  works. . . 

Upholstery 

Dwelling 

Dry  goods  store  .... 

Dwelling  and  paint  store 

Hospital 

Dwelling 

Boiler  covering 

Asphaltum  works 

Dwelling 

Dwelling 

Tailor  shop 

Machine  shop 

(  Chinese  cigar  fact'y 
'(  Dairy  produce 

Jewelry  store 

Dwelling 

Junk  store 

Dwelling 

Dwelling 

Dry  goods 

Dwelling 

Dwelling 

Dwelling 

Upholster}' 

Moulding  Works  .... 


2  story  frame 

2  story  frame 

3  story  frame 
2  story  frame 
1  story  frame 

1  story  frame 

2  story  frame 
2  story  frame 
2  story  frame 
2  story  frame 
2  story  frame 
2  story  frame 
1  story  frame 

1  story  frame 

2  story  frame 

2  story  frame 

4  story  brick . 

3  story  frame 

2  story  brick . 

3  story  frame 
2  story  frame 
2  story  brick . 
2  story  frame 
2  story  frame 
2  story  frame 
2  story  frame 
2  story  frame 
2  story  frame 

2  story  frame 

3  story  frame 
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FOR  THE  YEAR  ENDING  JUNE 


1885. 


Defective  chimney 

Fireworks 

Carelessness  with  candle  . . 
Sparks  from  smokestack . . . 

Explosion  of  vitriol 

Sparks  from  smokestack . . , 
Carelessness  with  cigar 

Defective  stove 

Spontaneous  combustion . . 
Spontaneous  combustion . . 

False 

Gaslight 

Explosion  of  varnish 

Explosion  of  varnish 

Children  with  matches 

Children  with  matches 

Sparks  from  electric  light  , 
Spontaneous  combustion . . 

Unknown 

Carelessness  with  fire 

Upsetting  coal  oil  lamp  . . . 
Spontaneous  combustion . . 

Defective  chimney 

Chimney , 

Chimney 

Gaslight 

Explosion  coal  oil  lamp  . . 

Painter's  lamp 

Carelessness  with  cigar 

Spontaneous  combustion . 


OWNER  OR  OCCUPANT. 


M.  Duncan 

C.  L.  Tilden 

T.  Kavanagh 

G.  W.  Swan  &  Co. 

W.  Axford 

Spring  Valley 

C.  Kiernan 

A.  Sparborra 

L.  Strauss 

E.  E.  Cook 

City  and  County  . 
C.  A.  Johnson  . . . 

J.  L.  Merrill 

W.  Perine 

G.  D.  Mellitz 

J.  Boehrer 

C.  Lyons 

J.  Hendry 

J.  Stanford 

Naphael  &  Co 

M.  A.  Kennedy  . . 
Goodman  &  Co . . . 

Schmidt 

Unknown 

Unknown 

R.  Feder  

J.  B.  Phibbrick.. 

R.  Myrick 

0.  Mowrey 

M.  Nelson 


$200  0 
IS  00 
10  00 
1  00 
10  00 
10  00 
40  00 
25  00 
249  00 

4,150  00 


15 

270 

6,600 

10 

17 

25 

3,180 

6,457 

75 

50 

10 


INSURANCE . 

$1,600  00 
5,000  00 
2,500  00 


300  00 
1,000  00 
6,000  00 
5,100  00 


2,000  00 
3,500  00 


9  75 
25  CO 
280  00 
79  75 
41  25 


22,728  00 
12,100  00 
14,900  00 
1,000  00 
300  00 
1,000  00 
2,250  00 


1,000  0 

450  00 
9,300  00 
1,100  00 
2,250  00 


$100  00 
18  00 
10  00 


40  00 

25  00 

249  00 

3,030  00 


15  00 

270  00 


1,980  00 

6,107  50 

75  00 

50  00 


9  75 
25  00 
280  00 
79  75 
41  25 
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DATE. 

TIME. 

BOX. 

LOCATION. 

HOW   OCCUPIED. 

STYLE. 

9.30  p.  m 
9.20  a.  m 
1.18  p.  m 

6.15  p.  ni 
10.17  p.  in 

9.20  p.  m 
11.50  p.  in 
10.50  a.  m 
2.51  p.  m 
8.45  a.  m 
2.14  p.  m 
7.30  p.  m 
<;  :•■■!  \>.  in 
5.37  p.  m 

7.09  p.  m 

1.16  a.  in 
9.00  a.  m 

5.10  p.  ni 
2.05  a.  m 
1.02  a.  m 
1.02  a.  m 
1.02  a.  m 

12.50  a.  m 
9.00  a.  m 

10.00  a.  m 
1.02  a.  m 
1.02  a.  m 
9.34  p.  m 
3.08  p.  m 
1.00  a.  m 

.    Still. 

s 

.      25 
.    Still. 
.    351 
96 

.     154 

.      53 

.    Still. 

65 

.     Still. 

.     276 
.      95 
.    Still. 
.    Still. 
.    Still. 
.      32 
.    288 
.    288 

.    Still. 
.    Still. 
.    Still. 
.      74 
74 
.    159 
.      57 

.« 

116  Thirteenth 

Union  and  Stockton . . . 

&-J5  Washington 

225  Third 

2  story  frame  . . . 

Nov.  2.. 

Chinese  dwelling 

i  story  brick 

Nov  5 

2  story  frame  . . . 
1  story  frame  . . . 

16  Gilbert 

Dwelling 

Hay 

Nov.  0. . 

Third  street  wharf.... 
Presidio 

Hay 

1  story  frame  . . . 

2  story  frame  . . . 

3  story  brick 

538  Sacramento 

1045  Market 

Millinery  store 

htcenth 

5  Taylor 

2  story  frame  . . . 

_    factory 

Furnishing  goods 

Nov.  20. 
Nov.  20. 

400  and  402  Kearny  . . . 

Harbor 

Pacific  and  Dupont 

2  story  brick 

Ship 

3  story  brick 

San  Bruno  road 

San  Bruno  road 

San  Bruno  road 

28  and  30  Jessie 

2  story  frame . . . 

2  story  frame . . . 
1  story  frame  . . . 

3  story  brick 

Ship 

Ship 

1  story  frame  . . . 

1  story  frame . . . 

4  story  frame  . . . 

2  story  frame . . . 

Nov.  28. 
Nov.  28. 
Nov.  29. 
Nov.  29. 
Nov.  30. 
Dec.  4.. 
Dec.  4 . . 
Dec.  4.. 
Dec.  5.. 

Dwelling 

Paint  manufactory 

437  and  439  Guerrero.. 

1  Chinese  laundry,      \ 
"(  Hay  and  feed  store,  j 

Howard  and  Sixth 

Boarding-house 

Tannery 
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FOR  THE  YEAR  ENDING  JUNE  30,   1885. 


CAUSE. 

OWNER   OR  OCCUPANT. 

LOSS. 

[NSURAKCE. 

PAID. 

$50  00 
100  00 
260  00 
•214  37 

•    $200  00 
5.0C0  00 
12,100  00 
2,000  00 

Carelessness  with  pipe 

Upsetting  coal  oil  lamp 

73  51 
700  00 

50  00 
300  00 
100  00 
255  00 

50  CO 
302  00 

3,700  00 
1,600  00 

73  51 

Western  Wool  Co 

T.  O'Dey 

700  00 

Miller,  Ellis  &  Chace  . . . 
U.  S.  Government 

3,666  66 

255  00 

3,300  00 

H.  Winters 

2  50 

26  50 

570  00 

100  00 

260  00 

1,300  00 

100  00 

12,500  00 

12  00 

275  00 

305  00 

4,135  00 

112  00 

3.S80  00 

5  00 

23,894  45 

M.  Hart 

19,000  00 

11,000  00 

350  00 

25  00 

250  00 

16  50 

C.Hawley 

F.  Seibel 

500  00 
1,000  00 
5,000  00 

100  00 

1,000  00 

Belden  &  Co 

12  00 

Unknown 

5,000  00 

700  00 

200  00 

64,500  00 

100  00 

635  00 

Hibernia  Bank 

E.  W.  Play ter 

112  00 

3  880  00 

23,086  35 

20,519  08 
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Dec.  10. 
Dec.  10. 
Dec.  10. 
Dec.  10. 
Dec.  10. 
Dec.  10. 
Dec.  11. 
Dec.  12. 
Dec.  12. 
Dec.  12. 
Dec.  12. 
Dec.  13. 
Dec.  14 
Dec.  15. 
Dec.  15. 
Dec.  16. 
Dec.  20. 
Dec.  23. 
Dec.  23. 
Dec.  25. 
Dec-.  25. 
Dec.  29. 
Dec.  29. 
Dec.  30. 
Dec.  31. 
Dec.  31. 
Dec.  31. 
Dec.  31. 
Jan.  1. . 
Jan.  7 . . 


1 .00  a.  m 
1.00  a.  m 
1.00  a.  m 
1.00  a.  m 
1.00  a.  m 
2.30  a.  m 

3.19  a.  m 
2.00  a.  m 
6.10  p.  m 
7  12  p.  m 
7. 50  p.  m 

11.00  a.  m 
3.05  p.  m 
2.00  a.  m 
8.58  p.  m 
2  00  p.  m 
12.30  p.  m 
12.05  a.  in 
6.45  a.  m 

5.20  a.  m 
9. -2(1  a.  m 

12.50  a.  in 
3.15  a.  m 
4.30  p.  m 
7.15  a.  m 

5.30  p.  m 

7.31  p.  m 
9.00  p.  m 
9.00  p.  in 
2.23  a.  m 


47 
25 

stir. 

Still. 

13 


Filbert 

Filbert 

Filbert 

Filbert 

Filbert 

California 

41  Fremont 

Lombard  and  Jones . . 

5  Post 

15  Eddy 

22  Prospect  place 

116  Montgomery  ave  . 

639i  Minna 

Fulton  and  Buchanan, 

44  Main 

Merchant  and  Mouthy 

820  Bush 

403  Kearny 

83  Stevenson 

27  Anthony 

104  Austin 

217  Waller 

Union  and  Hyde 

523  Fourth 

20  and  20i  Fifth  

707  Jackson 

Lombard  and  Taylor  . 

722  Valencia 

132  Oak 

Vallejo 


HOW  OCCUPIED. 


Bark  house 

Engine  and  boiler  house 


Dwelling 

Dwelling 

Engine  house 

Blacksmith 

Dwelling   

Shoemaker 

Lodging-house 

Dwelling 

Lodgings 

Dwelling 

Dwelling  and  grocery . . 

Machine  shop 

Dwelling  and  office 

Dwelling 

Clothing  store 

Dwelling 

Dwelling 

Chinese  laundry 

Dwelling 

Dwelling  &  fancy  store. 

Grocery 

Lodging  house 

Chinese  dwelling 

Dwelling 

Dwelling 

Dwelling 


1  story  frame . 
1  story  frame  . 
1  story  frame . 

1  story  frame  . 

2  story  frame . 
2  story  frame . 
2  story  frame  . 
2  story  frame . 
2  story  brick  . . 
4  story  frame . 

2  story  frame  , 

3  story  brick . , 
2  story  frame  . 

2  story  frame . 

1  story  frame . 

3  story  brick . . 

2  story  frame . 

3  story  brick . . 
2  story  frame  . 
2  story  frame . 
2  story  frame  . 
2  story  frame  . 

1  story  frame  . 

2  story  frame  . 

4  stcry  frame  . 
2  story  brick . . 

1  story  frame  . 

2  story  frame  . 
2  story  frame  . 
1  story  frame  . 
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Ur  known 

Unknown  

Unknown  

Unknown  

Unknown  

Defective  chimney 

Spontaneous  combustion . 

Defective  grate 

Explosion  coal  oil  lamp . . . 
Explosion  coal  oil  stove  . . 


Defective  grate 

Defective  chimney 

Incendiary 

Sparks  from  smokestack 

Defective  grate 

Defective  range 

Attempt 

Drunkenness 

Defective  stove 

Defective  chimney 

Defective  grate 

Explosion  coal  oil  lamp  . 
Explosion  coal  oil  tank . . 


Chimney 

Defective  chimney 

Children  with  matches. 

Defective  grate 

Chimney 


OWNER   OR   OCCUPANT. 


O.  L.  Krenz 

O.  L.  Krenz 

O.  L.  Krenz 

O.  L.  Krenz 

0.  L.  Krenz 

City  and  County 

J.  Hendy 

F.  S.  Moody 

D.  E.  Martin .  . . 

A.  Stoeten  

R.  C.  Robinson . . 

S.  E.  Kirby 

L.  Deipew 

J.  W.  Manning. . 

A.  Sinot 

H.  M.JNagle 

E  Ladd 

N.  Luning 

Mrs.  McDonald. . 

A.  Larkin 

M.  Sweeney 

R.  McCann 

W.  R.  Sloan 

W.  R.  Walsh 

M.  Kelly 

Unknown 

W.  H.  Moore.... 
O.  G.  Woods.... 

M.  Donovan 

Unknown 


1250  00 

1,092  50 

1,050  00 

300  00 

55  00 

350  00 

15  00 

51  00 

40  00 

5  00 

12  70 

57  00 

10  00 

12  50 

5  00 

45  00 

35  00 


15  00 
5  00 
55  00 
10  00 
265  00 
930  00 
850  00 


300  00 
56  75 
49  35 


$2,000  00 
1,413  65 


3,000  00 


3,000  00 
5,000  00 
6,000  00 
5,000  00 
6,200  00 


17,000  00 

7,000  00 

6,000  00 

750  00 


400  00 
2,000  00 
1,500  00 
2,200  00 
14,000  00 


1,000  00 
5,300  00 
2,500  00 


5  00 
12  70 
57  00 


45  00 
35  00 


255  00 
930  00 
850  00 


250  00 
56  75 
49  35 
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Jan.  9.. 
Jan.  9.. 
Jan.  11. 
Jan.  14. 
Jan.  16. 
Jan.  19. 
Jan.  20. 
Jan.  20. 
Jan.  20. 
Jan.  'J.'). 
Jan.  27. 
Jan. 27. 
Jan.  27. 
Jan.  23. 
Jan.  28. 
Jan.  29. 
Jan.  29. 
Jan.  30. 
Jan.  30. 
Jan.  30. 
Jan.  30. 
Jan.  30. 
Jan.  30. 
Jan.  30. 
Jan.  3( 
Jan.  3( 
Feb.  1 
Feb.  3 
Feb.  3 
eb.  7 


1.50  p.  in. 
4.15  p.  m.. 
7.37  a.  m. 
1 .00  p.  m . 
i  53  a.  m . 
2.05  a.  m. 
2.05  a.  m. 
2.40  a.  m. 
2.40  a.  m. 
1.2-!  a.  m. 
1.50  p.  m. 
1.50  p.  in. 
1.60  i>.  m. 
8.37  p.  m. 
8.37  p.  in. 
3.15  a.  in. 
3.15  a.  m. 
6.33  p.  m. 
6  33  p.  m. 
6.33  p.  m. 
6.33p.  m. 
6.33  p.  m. 
6.33  p.  m. 
6.33  p.  m. 
6.33  p.  m. 
6.40  p.  m. 
10.04  a.  m. 
4.48  a.  m. 
4.46  p.  m. 
2.3S  x.  m. 


2504  Scott 

10  Reed 

421  Front 

Everett 

43  Second 

O'Farrelland  Hyde  ... 

Ellis  and  Taylor 

1688  Market 

1638  Market  (rear)  .... 
Broadway  and  Stoektn 

in  Washington 

12  Washington 

ii  Washington 

736  Howard  ...     

7:">8  Howard 

20  Rausch 

22  Rausch 

17  and  19  Beale 

25  Beale 

27  to  35  Beale 

37  to  39  Beale 

41  Bea!e 

220  and  222  Mission  . . . 

30and32Mjin 

34  and  36  Main 

34  and  36  Main 

Townsend 

733  Washington 

California  and  Front  . . 
S43  Howard 


HOW    OCCUPIED. 


Dwelling 

Dwelling 

J     Coffee  and  spice    ) 
"(  mill,  cigar  factor}-.  j 


Saloon  . . 
Dwelling 


Dwelling 

Dwelling 

Boarding-house 

Dwelling 

Dwelling  and  bakery. . 

Dwelling 

Dwelling 

Hardware,  wholesale. . 

Iron  store-bouse 

Carriage  trimming. . . . 

Carriage  factory 

Wind-mill  factory 

Iron  store,  wholesale  . 

Hardwood  lumber 

Tin  and  iron  works . . . 


Hay 

Chinese  dwelling. .  . . 

Lamp  store 

Dwelling  and  saloon. 


2  story  frame  , 
2  story  frame  . 
2  story  brick . . 


3  story  brick . 


1  story  frame . 

2  story  frame  . 


2  story  frame , 

2  story  frame . 

3  story  frame  , 
3  story  frame . 
2  story  frame 
2  story  frame , 

2  story  frame , 

3  story  brick 

1  story  brick . 

2  story  frame 
2  story  frame 

2  story  frame 

3  story  brick. 
3  story  brick. 
1  story  brick. 


Hay 

4  story  brick . . 
2  storj  brick . . 
2  story  frame . 
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FOR  THE  YEAR  ENDING  JUNE  30,   1885. 


CAU8E. 

OWNER   OR   OCCUPANT. 

LOSS. 

NSURANCE. 

PAin. 

Defective  chimney 

H.  H.  Smith 

100  25 

199  00 
4,935  00 

5,125  00 

700  00 
11,800  00 

Josselyn  &  Pitman 

4,685  00 

0.  Webb 

1,001  00 

16,000  00 

349  00 
91  00 

300  00 
250  00 

T.  Rodgers 

10  00 
50  00 
100  00 
130  00 

1,275  00 
750  00 
267  00 
550  00 

1,564  79 
55,213  61 

5,732  00 
410  10 
1-25  00 
1-25  00 
250  00 

'    750  00 
2,000  00 
2,500  00 
2,400  00 
2,500  00 
2,500  00 
2,200  00 
326,500  00 
49,500  00 
57,750  00 
3,000  00 
2,500  00 
10,000  00 
90,500  00 

R.  Mills 

Ashes 

J.  Burns 

475  00 

Supposed  spontaneous  combustion. 
Supposed  spontaneous  combustion. 
Supposed  spontaneous  combustion. 
Supposed  spontaneous  combustion. 
Supposed  spontaneous  combustion. 
Supposed  spontaneous  combustion. 
Supposed  spontaneous  combustion. 
Supposed  spontaneous  combustion. 

Dunham  &  C'arrigan 

W.  W.  Montague  &  Co.. 

I.  S.  Van  Winkle 

D.  Kerr 

F.  W.  Krogh  &  Co 

T.  H.  Selby&Co 

550  00 

1,564  79 

45,932  61 

3,000  00 

416  10 

125  00 

100  00 
15  00 

125  00 
40  CO 

5,000  00 
3-2,400  00 
1,300  00 

100  00 

35  00 
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DATE. 

Feb. 

7.. 

Feb. 

7.. 

Feb. 

7.. 

Feb. 

7.. 

Feb. 

7.. 

Feb. 

7.. 

Feb. 

7  . 

Feb. 

>. 

i  i  b. 

».. 

Feb. 

L8. 

Feb. 

22. 

Feb. 

22. 

Feb. 

28. 

Feb. 

24. 

Feb. 

25. 

Feb. 

27. 

Feb. 

27. 

Feb. 

28. 

Mar. 

2.. 

War 

3.. 

Mar. 

3.. 

Mar. 

3.. 

Mar. 

3.. 

Mar. 

4.. 

Mar. 

5.. 

Mar. 

5.. 

Mai- 

7.. 

Mar. 

S.. 

Mar. 

16. 

Mar. 

17. 

2.38 

a 

2.3S 

a. 

m. 

2.38 

a. 

in. 

2.38 

a. 

m. 

2.38 

a. 

in. 

2.50 

a. 

in  . 

6.41 

P- 

in.. 

6.41 

P- 

m. 

8.60 

a. 

in . 

1.53 

a. 

in. 

1.53 

a. 

in. 

8.16 

I'- 

in . 

1.46 

ll. 

in  . 

12.06 

a. 

m. 

3.30 

a. 

i... 

11.40 

a. 

in 

2.16 

P- 

ra. 

5.34 

a. 

in . 

2.21 

P- 

in 

3.44 

P- 

m. 

3.44 

P- 

m. 

6.18 

P- 

m. 

7.20 

a. 

m. 

2.44 

a. 

m. 

6.27 

P- 

m. 

7.50 

P. 

m. 

7.14 

P- 

m. 

11.25 

a. 

m. 

1.35 

a. 

m. 

64 
64 
64 
64 
64 
64 
64 
26 
26 
26 
37 
37 

Still 
still 
152 

21 
Still. 

31 

45 
237 
237 
275 
Still. 

62 
185 
321 

62 

12 
Still. 


84Sand  850  Howard . . 

852  Howard 

854  Howard 

856  Howard 

371  Natoma 

373  Natoma 

373  Natoma 

U9  Battery 



417  Commercial 

202  Busb 

206  Bush 

Fremont 

003  Post 

115  Jackson 

726  Brannan 

835  California 

738 and  740  Market... 
Suc'to  and  Battery. . . 

16  William 

917  Dolores 

919  Dolores 

Diamond 

205  Sixth 

2  to  16  Fourth 

Utah 

California  and  Steiner 

Fourth 

Spring  and  Summer. . 
107  Kearny 


HOW    OCCITIKH. 


Dwelling  and  stable. .  . . 
|  Carriage  trimming) 

.    a»a  . 
(.   carriage  painter.    ) 
Coal  yard 


Dwelling  and  junk.  . 
Veterinary  surgeon . 
Carpenter  shop 


Cigarette  factorj     

Macaroni  factory 

Chinese  slipper  factory 

Jobbing  store 

Satchel  manufactory  .. 

Dwelling 

Chinese  laundry 

tore 

I  >w  elling  and  grocery. . 
Dwelling  and  laundry. 
Boot  and  shoe  store  — 
Chinese  shoe  factory  . . , 

Dwelling 

Unoccupied 

Dwelling 

Dwelling 

Restaurant 


Varnish  factory. 

Dwelling 

Sidewalk 

Restaurant 

Dry  goods 


2  story  frame 
2  story  frame 

1  story  frame 

2  story  frame 
2  story  frame 

2  story  frame 

3  story  brick . 
3  story  brick. 
3  story  brick . 
2  story  brick . 
2  story  frame 

1  story  frame 
■J  storj  frame 

2  story  frame 
•2  story  frame 
2  story  frame 

1  story  frame 

2  story  frame 
1  story  frame 

1  story  frame 

2  story  frame 
2  story  frame 
2  story  frame 
1  story  frame 

1  story  frame 

2  story  frame 
Sidewalk 

2  story  brick . 

3  story  brick . 
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Unknown  

Unknown 

Unknown  

Unknown 

Unknown    

Unknown  

Second  alarm 

Defective  dry  room 

Defective  dry  room 

Defective  range 

Supposed  spontaneous  combustion. 
Supposed  spontaneous  combustion. 

Defective  stovepipe 

Defective  chimney 

Supposed  carelessness  with  cigar  . . 

Incendiary 

Defective  chimney 

Defective  chimney 

Defective  chimney 

Children  with  matches 

Sparks  from  chimney 

Sparks  from  chimney 

Defective  chimney 

Defective  range 

Unknown  

Boiling  over  of  varnish 

Children  with  matches 

Carelessness  with  cigar 

Defective  stovepipe 

Gaslight 


OWNER   OR    OCCUPANT. 


M.  P.  Perine. 
M.  P.  Perine. 
M.  P.  Perine . 
M.  P.  Perine . 
M.  P.  Perine. 
M.  P.  Perine . 


Baumgarten  &  Co. 
Ghirardelli  &  Co.  . 

Wo  Lee       

J  no.  Dillon 

J  no.  Dillon 

J.  Morton 

J.  Van  Cout 

L.  A.  Nunes 

M.  Dowling 

C.  Reese 

Kast  &  Co 

H. Isaac 

L.  Rosenberg 

C.  Kiernan 

A.  Postel 

J.  Linahan 

E.  Jacks 

J.  C.  Flood 

\V.  H.  Worden 

J.  Goodman 

City 

R.  J.  Techau 

Keane  Bros 


£1,609  00 
2,506  90 
650  00 
160  00 
645  00 
15  00 


1,878  00 

123  50 

80  25 

577  55 

4,445  19 

5  CO 

25  00 

893  50 

184  30 

100  00 

58  00 

45  00 

30  00 

150  00 

1,375  00 

10  00 

35  00 

11,504  85 

6,0  0  00 

315  00 

5  00 

24  00  j 

§152  25  ! 


§6,100  00 
3,800  00 


3,10U  00 

1,000  00 

500  00 


5,000  00 
12,000  00 
8,000  00 
4,400  00 
7,100  00 


10,000  00 
2.000  00 


65,950  00 

3,000  00 

100  00 


2,000  00 
2,200  00 
200  00 
30,600  00 
1,500  00 
1,700  00 

5,000  00 
160,000  00 


$3,212  38 
2,156  90 


160  00 
645  00 
15  00 


1,678  00 

123  50 

45  76 

575  25 

4,445  19 


891  00 
184  30 


58  00 
45  00 
20  C8 


1,375  00 

10  00 

35  00 

10,979  85 

1,500  00 

115  00 

24  00 
152  25 
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DATB. 

Mar.  21. 

Mar.  21. 

Mar.  23. 

Mar.  23. 

Mar.  23. 

Mar.  24 

Mar.  24. 

Mar.  26. 

Mar.  27. 

Mar.  30. 

Mar.  81. 

April  1. 

April   1. 

April  3. 

April  S. 

April  3. 

April  3. 

April  3. 

April  5. 

April  5. 

April  7. 

April  7. 

April  7 . 

April  11 

April  11 

April  12 

April  12 

April  13 

1.40  a.  m 
9.15  p.  m 
1.21  a.  in 
1.21  a.  m 
8.45  p.  m 
4.10  p.  m 
7.30  p.  m 
3.58  a.  m 
7.30  p.  m 

1.41  a.  m 
2.10  p.  m 
L.08  a.  m 
7.58  p.  m 
S.S5  p.  m 
8.SS  p.  m 
8.35  p.  m 
S  35  p.  m 
8.85  p.  in 
S 44  p.  m 
8  14  p.  Ill 
6.45  a.  in 
1.32  p.  in 
7.24  p.  m 

11.05  a  in 
11.54  p.  m 
1.30  a.  m 
1.23  p.  m 
11.00  p.  m 


Still. 

Still. 

159 

159 
47 
48 

Still. 
62 

137 


Shasta  and  Michigan 

34  Montgomery 

1021  to  1027  Howard 

1029  Howard 

1034  Market 

16  Stockton  

916  Dupont 

323}  Minna 

1025  Post 

436  Valley 

208  Byde  

Geary  

914  O'Farrell 

Sacramento  and  Dupnt 

743  Sacramento 

745  and  747  Sact'o. . 

(ilO  Dupont 

612  in  618  Dupont.. 

720  California 

722  California 

Clay  ami  Dupont.. . 

1329  Sansome 

1122  Market 

421  Jones 

Washington  

Mission  street  wharf, 

868  Howard , 

S02  Shotwell 


HOW   OCCUPIED. 


Boarding 

Offices 

Dwelling  and  stores. . . 
Dwelling  and  stores. . . 
Cigar  store 


I  Lodgings  and  res-  ) 
"(  taurant.  J 


Chinese  store. 

Dwelling 

Dwelling 

Dwelling 

Dwelling 

Store-house. . . 


Dwelling 

_(    Chinese  dwelling  ) 

and  stores.  I 

i  Ihinese  dwelling  i 

and  stores.  f 

( Ihinese  dwelling  ) 

and  stores.  )" 

Chinese  dwelling  i 

and  -tores.  )" 

Chinese  dwelling  ) 

and  stores.  ) 

Dwelling 


Dwelling 

Chinese  stores 

Dwelling  and  grocery 

Lodgings 

Carpenter  shop 


Tug  hoat . . . 
Junk  store. 
Dwelling . . . 


2  story  frame . 

3  story  hrick. 

1  story  frame  . 

2  story  frame  . 

2  story  frame . 

3  story  brick.. 
2  story  frame . 
2  story  frame  . 
2  story  frame  . 

1  story  frame  . 

2  story  frame . 

1  story  frame . 

2  story  frame . 

3  story  brick . . 
3  story  brick . . 
3  story  brick.. 

2  story  brick . . 

3  story  brick . , 

2  story  frame . 

3  story  frame . 
3  story  brick . . 
3  story  frame . 
3  story  frame . 
2  story  frame 


Tug  boat 

2  story  frame  . 
1  story  frame  . 
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CAUSE 

OWNRR   OH  OCCUPANT. 

LOSS. 

INSURANCE. 

PAID. 

Defective  range 

1,550  00 
175  00 
4,315  00 
25  00 
298  52 
510  00 
40  00 
255  50 

5,510  00 
15,000  00 
2,500  00 

1,550  00 

Mrs.  Nuttall 

J.  T.  O'Neil 

T.  G.  Holt 

M.  Cohn  

2,000  00 
29,000  00 
5,500  00 
3,800  00 

Explosion  coal  oil  lamp 

A.  M.  Miles 

115  50 

15  00 

50  00 

167  00 

7,640  00 

60  00 

7,090  50 

837  50 

5,570  40 

277  50 

3,312  75 

4,300  00 

55  55 

1,575  00 

10  00 

1,000  00 
3,000  00 

115  50 

M.  M.  Feder 

8,500  00 
11,900  00 
12,000  00 
43,650  00 

8,800  00 

21,800  00 

500  00 

4,000  00 
41,200  00 

2,500  00 

9,000  00 

Supposed  explosion  coal  oil  lamp. . 
Supposed  explosion  coal  oil  lamp. . 
Supposed  explosion  coal  oil  lamp.. 
Supposed  explosion  coal  oil  lamp. . 
Supposed  explosion  coal  oil  lamp. . 

Estate  of  D.  Jobson 

7,440  00 

Estate  of  D.  Jobson   . . 

7,090  50 

Estate  of  D.  Jobson 

B.  J.  Hull 

5,570  40 
77  50 

Supposed  carelessness  with  cigar  . . 
Explosion  coal  oil  lamp 

3,312  75 

4,190  00 

55  55 

E.  Paul 

Defective  chimney 

1,675  00 

Paulsen  &  Sanders 

1,000  00 
175  00 
10  00 

800  00 
750  00 

75  00 

10  00 
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April  14 
April  14 
April  15 
April  16 
April  23 
April  23 
April  24 
April  24 
April  27 
April  29 
May  2.. 
May  3.. 
May  4.. 
May  4.. 
May  6.. 
May  6.. 
May  6.. 
May  10. 
May  12. 
May  13. 
May  15. 
May  15. 
May  15. 
May  15. 
May  15. 
May  18. 
May  IS. 
May  18 
May  18 


10.14  p.  m. 
11.45  p.  m. 

2.07  p.  m. 
12.40  p.  m. 
12.00  p.  m. 

7.27  p.  m. 

2.05  p.  m. 

3.24  p.  m. 
9. 17  p.  m . 

12.50  a.  m. 

9.25  p.  m. 
6.17  p.  m. 
9.0S  a.  m. 
6.48  p.  m. 

11.23  p.  m. 
11.23  p.  m. 
11.23  p.  m. 
2.10  a.  m. 
5.17  p.  m. 
8.30  p.  m. 
12.27  a.  m. 
12.27  a.  m. 
12.27  a.  m. 
12.27  a.  in. 
1.07  a.  m. 
12.33  p.  m. 
1 2.33  p.  m. 
12.33  p.  m . 
L2.33p.  m. 


1616  Mission 

Columbia 

404  Geary 

235  Third 

331  Geary 

8  and  10  Stevenson 

657  Mission 

207  Twenty-third 

California  and  Drunim 

Anderson  ave 

Valencia 

Lozier  alley 

620  linion 

216  Broadway 

1106  Hampshire 

1108  Hampshire 

1109  York 

Brannan 

S34  Harrison 

615  Commercial 

Butte  and  Kentucky.. 

Butte  

Butte 

Butte 

U2Steuart 

Seventh  

Seventh  

Seventh  

Seventh  


HOW  OCCUPIED. 


Hay  bam 

Wool  pulling. 

Lodgings 

Smoke-house. . 

Lodgings 

Paint  work. . . . 
Nickel  plating. 
Stable 


Dwelling 

Unoccupied 

Chinese  dwelling  . 

Dwelling 

Macaroni  factory. . 

Tannery 

Dwelling 

Carpenter  shop. .. 

Flour  mill 

Dwelling 

Chinese  tailor 

Drug  store 

Fancy  store 

Public  hall 

Butcher  shop 

Boarding  house. . 
Chemical  works . . 
Chemical  works . . 

Store-house 

Stable 


1  story  frame . 

1  story  frame . 

3  story  frame . 

2  story  brick . . 

2  story  frame . 

4  story  brick.. 

3  story  frame . 
1  story  frame . 


1  story  frame . 

2  story  frame . 
2  story  brick . . 
2  story  frame . 
2  story  frame . 
2  story  frame . 
1  story  frame . 

1  story  frame . 
4  story  frame . 

2  story  frame . 

3  8torybrick.. 
1  story  frame . 
1  story  frame . 
1  story  frame . 
1  story  frame . 
3  story  frame . 
1  story  frame . 
1  story  frame . 

1  story  frame . 

2  story  frame . 
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Carelessness  with  candle  . 

Unknown  

Sparks  from  chimney 

Defective  smokehouse 

Unknown  

Spontaneous  combustion . 

Defective  chimney 

Children  with  matches  . . . 


False 

Incendiary 

Sparks  from  chimney 

Carelessness  with  candle 

Carelessness  with  matches 

Defective  oven 

Unknown  

Unknown  

Unknown  

Incendiary 

Sparks  from  chimney 

Defective  range 

Supposed  carelessness  with  cigar 
Supposed  carelessness  with  cigar 
Supposed  carelessness  with  cigar 
Supposed  carelessness  with  cigar 

Unknown 

Sparks  from  furnace 

Sparks  from  furnace 

Sparks  from  furnace 

Sparks  from  furnace 


OWNER   OP.   OCCUPANT. 


J.  Shulken 

R.  Booth 

M.  V.  Baldwin. 
D.  M.  Dixon... 

C.  J.Allen 

Eisen  Bros .... 
J.  Patterson. . 
A.  Duffy 


$5  00 
1,215  00 

10  0 
25  00 
65  30 
10  CO 
87  50 
150  00 


$7.^0  00 
4,250  00 


1,500  00 


E.  Helverson , 

T.  B.  Hebbard 

Lee  Roon 

Q.  W.  Hattman 

L.  Valenti 

D.  J.Callahan 

C.  H.  Flowers 

H.  Heddinich 

Del  Monte  Company. 

F.  Rothganger 

Chong  Lee 

R.  Day 

R,  Day 

T.  F.  Hatton 

J.  Knobloch 

J.  Custin 


(  Golden  City  Chem-  ) 
I  ical  Works.  f 
("  Golden  City  Chem-  ) 
(  ical  Works.  ) 
|  Goldtn  City  Chem-  i 
\  ical  Works.  ) 
Jno.  Fear 


1,250  00 
232  80 
200  00 
425  00 
230  00 

2,916  75 
30  00 

24  00 
7,779  00 

25  00 
7  50 

200  00 

1,075  00 

2,700  00 

25  00 

10  00 

5,512  89 

1,767  12 

1.00D  00 

225  00 


1,300  00 

500  00 

4,000  00 

3,200  00 

6,500  00 

6,000  00 

900  00 

50  00 

45,300  00 


2,303  00 
1,600  00 
1,600  00 
1,200  00 
200  00 
1,000  00 
3,24«  (0 
1,812  00 


115  00 
425  00 
230  00 
2,916  76 
30  00 
24  00 


7  50 

200  00 

925  00 

1,200  CO 

25  00 

1,376  45 
523  55 
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May  18. 
May  18. 
May  19. 
May  10. 
May  19. 
May  21. 
May  21. 
May  21. 
May  21. 
May  21 . 
May  21. 
May  21. 
May  21. 
May  21. 
May  22. 
May  22. 
May  23. 
May  24. 
May  2S. 
May  2S. 
June  3. . 
June  5. . 
June  5. . 
June  6. . 
June  7. . 
June  8. . 
June  S. . 
June  8. . 
June  8. . 


12.6S  p.  m 
12.33  p.  m 
11.00  a.  m 
11.00  a.  m 
7.15  p.  m 
11.14  a.  in 
3.05  p.  m 
3.05  p.  m 
3.C5  p.  m 
3.05  p.  m 
3.05  p  m 
3.05  p.  m 
3.05  p  m 
0.17  p.  in 
2.52  a.  in 
9.30  p.  ra 
8.30  p.  m 
5.54  p.  m 
11.18  a.  m 
11.18  a.  m 
2.14  a.  m 
3.34  p.  m 
3.34  p.  m 
9.47  a.  m 
11.00  p.  m 
1.57  p.  m 
1.57  p.  m 
1.57  p.  m 
1.57  p.  m 


79 
79 

79 

7!) 

79 
372 

58 
still. 

Still. 

97 


Seventh  

Seventh  

3031  Sixteenth 

6  Second  avenue 

Wood 

15  Vallejo    

N.  W.  Folsom  &  11th 
N.W.  Folsom  &  11th  (r.) 

248  Eleventh 

246  Elev  nth 

240  Eleventh  (rear) 

1506  Folsom 

S.  E.  Folsom  and  11th. 
Geary  and  I.eavenwrth 

213  to  219  First 

lOSt.  Charles 

■2016  Mission..    

505  Golden  Gate-  ave  . . 

313  Haight 

313  Haight  (rear) 

1588  Bush 

1420  Larkin 

1422Larkin 

306  Mason 

1716  Hyde 

Noe 

Noe  (rear) 

Noe 

Noe  and  Twenty-ninth 


HOW   OCCUPIED. 


Brewery 

Malt-house 

Dwelling 

Dwelling. , 

Dwelling 

Restaurant 

I  Dwelling,  bakery  ) 
]       and  grocery.        )" 

Tank-house 

Chinese  laundry 

(  Dwelling  and  fancy  I 
\  goods.  J 

Stable 

Dwelling 

Malt  house 

Fruit  store 

Foundry 

Lodgings 

Stable 

Dwelling 

Dwelling 

Stable 

Chinese  laundry 

Dwelling 

Dwelling 

Dwelling 

Dwelling 

Dwelling 

Stable 

Dwelling 

Dwelling 


2  story  frame 

3  story  frame 
2  story  frame 
2  story  frame 
2'story  frame 
2  story  frame 
2  story  frame 

1  story  frame 

2  story  frame 
2  story  frame 

2  story  frame 

1  story  frame 

3  story  frame 
3  story  frame 

2  story  frame 
2  story  frame 
2  story  frame 
2  story  frame 
2  story  frame 
2  story  frame 

1  story  frame 

2  story  frame 
2  story  frame 
2  story  frame 
2  story  frame 
2  story  frame 
1  story  frame 
1  story  frame 
1  story  frame 
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FOR  THE  TEAR  ENDING  JUNE  30,  1885. 


Sparks  from  furnace 

Sparks  from  furnace 
Children  with  matches  . . 
Children  with  matches  . . 

Defective  chimney 

Sparks  from  chimney  . . . 
Children  with  matches  . . 
Children  with 
Children  with 
Children  with  matches  . 
Children  with  matches  . 
Children  with  matches  . 
Children  with  matches  . 
Explosion  gas  meter  . . . 
Sparks  from  chimney  . . 

Incendiary 

Attempt 

Children  with  matches  . 
Children  with  matches  . 
Children  with  matches  . 
Defective  range  . . , 
Explosion  gas  meter  . . . 
Explosion  gas  meter  . . . 

Defective  stove 

Upsetting  coal  oil  lamp 

Unknown  

Unknown  

Unknown 

Unknown  


Lurmann  &  Co. 
Bach  &  Lux. . . . 

M.  Meyer 

Judge  Lamb 

Z.  Magoovis 

S.  C.  Hastings. . 
M.  V.  Stevens.. 
M.  V.  Stevens. . 
M.  V.  Stevens.. 
E.  Hanbach. . . . 

E.  Hanbach 

John  Dolan 
Rosener  Bros. . 
D.  Anoizitus. . . 
J.C.  Quinn.... 

J.  Cuneo 

C.  Kellett 

J.Gottlieb 

C.  E.  Edwards . 
C.  E.  Edwards  . 
Ah  Wing 


L.  Goodwin . . 
J.  Silvorberg. 

J.  Bush 

G.  Hansson . . 
G.  Hansson.. 

H.  Moore 

J.  Mooney  . . . 


100  00 

4,100  00 

95  00 

50  00 

70  00 

12  00 

3,850  00 

250  00 

800  00 

1,205  00 

550  00 

250  00 

410  CO 

20  00 

1,488  00 

20  00 


75  00 

75  00 

550  00 

25  00 

25  00 

45  25 

27  50 

50  00 

1,650  00 

918  00 

96  90 

5  00 


3,500  00 

2,000  00 

800  00 


1,300  00 

800  00 

5,150  00 


1,650  00 
300  00 
1,300  00 
9,500  00 
1,500  00 

e,7oo  oo 

2,000  00 
3,200  00 
2,000  00 
3,750  00 


3,000  00 

10,000  00 

500  00 

1,500  00 

1,750  00 

1,055  00 

600  00 

900  00 


2,000  00 
95  00 


70  03 

12  00 

3,378  00 


1,080  00 
300  00 
200  00 
410  00 

1,488  00 


75  00 
75  00 


25  00 
45  25 
25  00 
25  00 
1,265  00 
818  00 
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June  8. . 
June  8.. 
June  10. 
June  10. 
June  10. 
June  10. 
June  10 
June  10. 
June  10. 
June  11. 
June  12. 
June  13 
June  13. 
June  13 
June  13. 
June  13. 
June  13. 
June  14. 
June  16. 
June  16. 
June  17. 
June  19. 
June  24. 
June  24. 
June  25. 
June  26. 
June  26. 
June  26 
June  26. 


1.57  p.  m 

1. 57  p.  m 

7.58  p.  m 
7.58  p.  m 
7.58  p.  m 
7.58  p.  m 
7.5S  p.  m 
7.58  p.  m 
7.58  p.  m 
1.00  a.  ni 
7.15  p.  m 

11.05  p.  ni 
11.03  p.  in 
11.05  p.  ni 
11.05  p.  in 
11.05  p.  in 
11.03  p.  in 
11.30  p.  m 
3.33  p.  ni 
4.55  p.  m 
4.30  p.  m 
4.40  a  m 
5  14  p.  m 
7.00  p.  m 
1.25  a.  in 
2.12  a.  m 
2.12  a.  m 
2.12  a.  m 
2.12  a.  m 


283 
25 
25 
25 
25 
25 
25 
26 
Still 
Still. 
19 
19 
19 
19 
19 


56 

Still. 


Still. 
12 

52 
52 
52 
52 


409  Valley 

Valley 

621  to  627  Jackson 

Jackson  (rear) 

629  Jackson 

631  to  C33  Jackson 

21  Washington  alley. . . 

633  Jackson 

Washington 

Tingley 

639  Broadway 

117  Jackson  

119  and  121  Jackson... 

128  Jackson 

72  Oregon 

121  Oregon 

123  Orogon 

1520  Stockton 

617  Union 

19  Broderick 

217  Beale 

314  and  316  Kearny. . . 

317  Eddy 

507  Pine 

612  California 

114  and  116  Beale 

114  and  116  Beale  (rear) 

315  Mission 

127  Fremont 


HOW  OCCUPIED. 


Dwelling . 


Dwelling 

f  Chinese  theater  > 
(        and  stores.        ) 

Chinese  dwelling 


Chinese  restaurant  . . . 
Chinese  stores 


Chinese  dwelling  ) 
and  stores.        ) 

Chinese  dwelling  ) 
and  stores.        f 

Chinese  dwelling  | 
aril  stores.        f 


Dwelling 

Bakery 

Boarding-house. 
Boarding-house. 
Boarding-house. 

Cooper  shop 

Salt  works 

Dwelling 

Millinery  store. . 

Dwelling 

Dwelling 

Dwelling 

Tailor  shop 

Dwelling , 

Hotel 

Dwelling 

Machine  shop 

Boiler  house 

Machine  shop. . . 
Unoccupied 


1  story  f-ame . 

2  story  frame . 

3  story  brick . . 
3  story  brick. . 
3  story  brick . . 
3  story  brick . . 
3  story  brick . . 
3  story  brick . . 
3  story  brick.. 

1  story  frame . 

3  story  brick.. 

2  story  frame  . 

3  story  brick.. 
2  story  frame . 

1  story  frame . 

2  story  frame . 
2  story  frame . 
2  story  brick . . 
2  story  frame . 

1  story  frame. 

2  story  f  rame  . 

4  story  brick.. 
2  story  frame . 

4  story  brick.. 

2  story  frame  . 

3  story  frame . 
1  s'ory  frame. 
1  story  frame . 
1  story  frame . 
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FOR  THE  YEAR  ENDING  JUNE  30,  1885. 


CAUSB. 

OWNER  OR  OCCUPANT. 

LOSS. 

INSURANCE. 

PAID. 

15  00 

25  00 

1,486  00 

214  00 

9,614  27 

12,915  00 

191  00 

12  00 

325  00 

577  00 

17  50 

860  00 

2,300  00 

950  00 

6,700  00 

24  CO 

42  50 

180  00 

2,100  00 
1,900  00 
7,300  00 
5,703  00 
15,500  00 
24,  00  CO 
4,450  00 
10,000  00 
2,000  00 
700  00 
8,000  00 
8,500  00 
8,000  00 
4.0C0  00 
6,900  00 
1,000  00 
4,700  00 
1,000  00 

15  00 

M.  Maher 

1,486  00 
214  00 

9,314  27 

10,415  00 

191  00 

12  00 

Sun  Lun  Sang 

Frederick  0.  Mills 

325  00 

500  00 

17  50 

Supposed  defective  furnace 

Supposed  defective  furnace 

Supposed  defective  furnace 

Supposed  defective  furnace 

Supposed  defective  furnace 

Supposed  defective  furnace 

W.  K.  Van  Allen 

S.  E.  Kirby 

1?.  Smith 

860  00 

1,700  00 

950  00 

6,100  00 

A.  Jacobs 

A.  S.  Rosenbauni 

24  00 
42  50 
180  00 

R.  Corr 

M.  Blac 

10  00 
100  00 

3,000  00 
46,000  00 

100  00 

Supposed  rats  with  matches 

1,587  24 

VV.  Sharon 

5  00 
85  00 
10  00 
1,701  00 
510  00 
300  00 
45  00 

13,000  00 
250  00 

19,710  CO 
500  00 

85  00 

1,701  00 

470  00 

Defective  furnace 

H.  Sanders 

Pretorious  &  Co 

1,500  00 

45  00 
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DATE. 

TIME. 

BOX. 

LOCATION. 

HOW   OCCUPIED. 

STYLE. 

2.20  p.  m.. 

2.57  p.  m.. 

2.30  p.  m.. 

8.35  p.  m.. 

8.35  p.  in.. 

8.35  p.  m.. 
10.00  a.  m  . 
12.44  p.  in.. 
12.51  p.  m.. 

153 
283 
Still. 

42 

42 

42 
Still. 

91 

13 
Still. 

Twenty-eighth 

519  Montgomery 

24  Derby  place  

26  Derby  place 

22  Metcalf  place 

2438  California 

1  story  frame  . . . 
4  story  brick 

2  story  frame . . . 
2  story  frame . . . 
2  story  frame . . . 
2  story  frame . . . 
2  story  frame  . . . 
2  story  frame . . . 

June  27. 

Restaurant 

222  Broadway 

1509  Geary 

1 
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FOR  THE  YEAR  ENDING  JUNE  30,   188c 


Children  with  matches 

Drunkenness 

Sparks  from  chimney. . 

Unknown  

Unknown  

Unknown  

Ashes  

Sparks  from  chimney  . 

Fireworks 

Children  with  matches 


OWNER    OR    OCCUPANT. 


J   J.  Kelly 

H.  J.  Baker 

C.  Josselyn 

H.  West 

A.  Rhodes 

P.  D.  Bernard . . . 
O.  Walkheim.... 
W.  Stohlman  . . . 
L.  Paravagna  . . . 
J.  C.  E.  Otzman . 


475  00 
110  60 
15  00 
,198  00 
300  CO 


23  00 
10  00 

5  00 
1  00 


INSURANCE. 

PAID. 

700  00 

375  00 

500  00 

110  60 

2,000  00 

15  00 

3,300  00 

1,048  00 

600  00 

50  00 

1,200  00 
2,400  00 

23  00 

5,000  00 

10  00 

1,000  00 

4,950  00 

DAVID  SCANNELL, 

Chief  of  Department. 


REPORT  OF  THE  SUPERINTENDENT 


Fire  Alarm  and  Police  Telegraph. 


Office  of  the  Fibb  Alarm  and  Police   Telegraph,    | 
Brenham  Place,  San  Francisco,  Jane  30,  1885.        ) 

To  the  Honorable  the  Board  of  Supervisors 

of  the  City  and  County  of  San  Francisco  : 

Gentlemen— In  compliance  with  Resolution  No.  18,187  (New  Series;,  I 
have  the  honor  herewith  to  submit  this  the  Twentieth  Annual  Report  of  the 
Fire  Alarm  and  Police  Telegraph  Depaitment  for  the  fiscal  year  ending  June 
30th,  1885. 

The  Signal  Boxes  consist  of — 

Automatic  Boxes 156 

Crank  Boxes 31 

Total 187 

Located  throughout  the  city  as  follows: 
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SIGNAL  BOXES. 


Box. 

2 — S.  W.  corner  Mason  and  Lombard. 

3 — S.  E.  corner  Stockton  and  Greenwich,. 

4 — N.  W.  corner  Sansome  and  Greenwich. 

5 — N.  E.  corner  Battery  and  Union. 

6— S.  E.  corner  Montgomery  and  Green. 

7 — S.  E.  corner  Kearny  and  Union. 

8 — S.  W.  corner  Powell  and  Union. 

9 — N.  E.  oorner  Dupont  and  Vallejo. 
12 — S.  W.  corner  California  and  Kearny. 
13— S.  W.  corner  Front  and  Broadway. 
14 — S.  W.  corner  Stockton  and  Broadway. 
15— S.  W.  corner  Clay  and  East. 
16 — N.  W.  corner  Mason  and  Pacific. 
17 — N.  E.  corner  Pacific  and  Kearny. 
IS — N.  E.  corner  Sans )me  and  Jackson. 
19  — N.  E.  corner  Davis  and  Washington. 
21— S.  E.  cor.  Clay  and  Kearny. 
23— S.  E.  corner  Clay  and  Taylor. 
24— S.  E.  corner  Clay  and  Powell. 
25— N.  W.  corner  Washington  and  Dupont. 
26 — S.  E.  corner  Clay  and  Battery. 
27— N.  W.  corner  Montgomery  and  Commer'l 
28 — N.  W.  corner  Pine  and  Dupont. 
29— N.  W.  corner  Stockton  and  California. 
31 — N.W.  corner  Sansome  and  Halleck. 
32 — N.  E.  corner  California  and  Drumm. 
34— S.  W.  corner  Mission  and  Steuart. 
35 — S.  E  corner  Montgomery  and  Pine. 
36 — N.  W.  corner  Folsom  and  Steuart. 
37— N.  E.  corner  Battery  and  Bush. 
38 — S.  W.  corner  Market  and  Second. 
39— S.  E.  corner  Howard  and  Spear. 
41 — N.  W.  corner  Sutter  and  Jones. 
42 — S.  E.  corner  Geary  and  Mason. 
43— O'Farrell,  near  Dupont. 
45 — S.  E.  corner  O'Farrell  and  Jones. 
46 — N.  W.  corner  Sutter  and  Kearny. 
47— S.  W.  corner  Eddy  and  Powell. 
48— S.  W.  corner  Geiry  and  Kearny. 
49— N.  W.  corner  Stockton  and  Sutter. 
51 — N.  W.  corner  Folsom  and  Beale. 
52— S.  W.  corner  Mission  and  Fremont. 
53— King,  East  of  Third. 
54 — Engine  No.  4,  Second,  near  Howard. 
56 — South  side  Bryant,  west  of  First. 
57 — N.  W.  corner  Brannan  and  Second. 
58— N.  W.  corner  Folsom  and  First. 
59 — S.  W.  cor.  Brannan  and  First. 
61 — S.  W.  corner  Howard  and  Third. 
62— S.  W.  corner  Mission  and  Fourth. 


63— N.  W.  corner  Harrison  and  Fourth. 

64— S.  W.  corner  Howard  and  Fifth. 

65— S.  W.  corner  Jlission  and  Sixth. 

67 — N.  E.  comei  Harrison  and  Hawthorne. 

63— N.  E.  corner  Brannan  and  Fourth. 

69— N.  W.  corner  Bryant  and  Third. 

71-  S.  W.  corner  Mission  and  Eleventh. 

72 — S.  E.  corner  Mission  and  Thirteenth. 

73— S.  E.  corner  Howard  and  Eighth. 

74— Engine  No.  7,  Sixteenth  street. 

75— N.  W.  corner  Jones  and  McAllister. 

76 — S.  W.  corner  Market  and  Hayes. 

78— N.  E.  corner  Folsom  and  Ni'.th. 

79— S.  E.  corner  Folsom  and  Twelfth. 

81— S.  W.  corner  Franklin  and  Hayes. 

82— N.  E.  corner  Fulton  and  Gough. 

83— N.  E.  corner  Octavia  and  Oak. 

84— Valencia  and  Market. 

85— S.  E.  corner  Laguna  and  Hayes. 

86— S.  W.  cor.  Oak  and  Van  Ness  av. 

91— N.  E.  corner  Hyde  and  Turk. 

92— S.  E.  corner  Franklin  and  Turk. 

93— N.  E.  corner  Jones  and  Turk. 

94— S.  E.  corner  Polk  and  Ellis. 

95— N.  w.  corner  Taylor  and  Golden  Gat©  av. 

96— S.  W.  corner  Ellis  and  Taylor. 

97— S.  E.  cor.  McAllister  and  Polk. 
123— S.  W.  corner  Hyde  and  Union. 
124— Woolen  Mills,  Black  Point. 
125— N.  W.  corner  Filbert  and  Jones. 
126— S.  E.  corner  Hyde  and  Washington. 
127— S.  E.  corner  Broadway  and  Polk. 
128— S.  E.  corner  Clay  and  Leavenworth. 
129— N.  W.  corner  Pacific  and  Leavenworth. 
132— S.  W.  corner  Pine  and  Mason. 
134— S.  E.  corner  Bush  and^Hyde. 
135— S.  E.  corner  Bush  and  Polk. 
136— S.  E.  corner  Post  and  Van  Ness  avenue. 
137— S.  W.  corner  Post  and  Larkin. 
133— S.  W.  corner  California  and  Larkin. 
139— S.  E.  corner  O'Farrell  and  Hyde. 
142— N.  E.  corner  Valencia  and  Twentieth. 
143— N.  E.  corner  Mission  and  Twenty-second. 
145— N.  w.  corner  Folsom  and  Twenty-second. 
146— N.E  .  corner  Folsom  and  Sixteenth. 
147— N.  E.  corner  Howard  and  Twentieth. 
148— N.  E.  corner  Mission  and  Sixteenth. 
149 — N.  E.  corner  Folsom  and  Eighteenth. 
152— N.  W.  corner  Brannan  and  Eighth. 
153— N.  W.  corner  Harrison  and  Seventh. 
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SIGNAL  BOXES-Conoluded. 


Box. 

154 — N.  W.  corner  Bryant  and  Sixth. 
150— N.  E.  corner  Fourth  and  Berry. 
157— N.  W.  cor.  Fourth  and  Folsorn. 
158— N.  W.  cor.  Folsorn  and  Fifth. 
159— N.  W.  comer  Folsom  and  Sixth. 
162— S.  E.  corner  Pacific  and  Franklin. 
163 — S.  E.  corner  Sacramento  and  Franklin. 
164— S.  E.  comer  Cay  and  Polk. 
172— S.  E.  corner  McAllister  and  Buchanan. 
173— S.  W.  corner  Ellis  and  Buchanan. 
174— N.  E.  corner  Turk  and  Fillmore. 
175— N.  E.  corner  Webster  and  Grove. 
176—  N.  W.  cor.  Post  and  Octavia. 
ITS— N.  W.  corner  Buchanan  and  Geary. 
1S2— N.  E.  comer  Sixth  and  Townsend. 
183 — S.  E.  corner  Mission  and  Eighth. 
184— Folsom  east  of  Eighth. 
185— N.  E.  cor.  Tenth  and  Harrison. 
192— S.  W.  cor.  Francisco  and  Mason. 
193— S.  W.  corner  Hyde  and  Chestnut. 
194-  N.  W.  corner  Stockton  and  Francisco. 
213-  S.  W.  comer  Bush  and  Buchanin. 
214     S.  E.  corner  Bush  and  Steiner. 
215— S.  W.  corner  Washington  and  Webster. 
216— S.  E.  corner  Sacramento  and  Fillmore. 
217— S.  E.  comer  Bush  and  Devisadero. 
218— N.  E.  corner  Post  and  Fillmore. 
219— S.  E.  corner  Filbert  and  Fillmore. 
281     N .W.  corner  Howard  and  Twenty-fourth 
234— N.W.  corner  Harrison  and  Twenty-fourth 
235— S.W.  cor.  Twenty-Second  and  Potreroav. 
236    N.  E.  corner  Mission   and  Twenty  -sixth. 
237— S.W.  corner  Dolores  and  Twenty-second. 
238 — Potreroav.  and  Santa  Clara. 
239— N.  W.  cor.  Bntte  and  Bryant. 
241— S.  E.  corner  Gough  and  Bush. 
243— N.  W.  corner  Clay  and  Scott. 
245  — S.  W.  corner  Geary  and  Steiner. 
246—  S.  E.  corner  Geary  and  Devisadero. 
247  — N.  W.  comer  Turk  and  Scott. 


Box. 

248 — N.  E.  corner  Devisadero  and  Fulton. 
251— N.  E.  corner  Broadway  and  Octavia. 
253— N.  E.  corner  Union  and  Laguna. 
254— N.  E.  corner  Union  and  Pierce. 
256— S.  E.  cor.  Fil'.more  and  Pacific. 
261— S.  W.  corner  Stevenson  and  Ecker. 
203— X.  E.  cor.  Main  and  Bryant. 
264— N.  E.  cor.  California  and  Front. 
271— S.  W.  corner  Seventeenth  and  Church. 
273— Eighteenth,  east  of  Castro. 
■27i  'N.W.  cor.  Twenty-fourth  and  Guerrero. 
275— N.  E.  cor.  24th  and  Church. 
276— S.  W.  cor.  Valencia  and  ISth. 
2S1     San  Bruno  Road  and  Twenty-eighth. 
283    N.  W.  cor.  28th  and  Church. 
284— N.  W.  cor.  29th  and  Mission. 
285— S.  W.  cor.  25th  and  Florida. 
286 -X.  E.  cor.  24th  and  York. 
29] — S.  W.  corner  Jones  and  Vallejo. 
312— N.  E.  corner  Jackson  and  Laguna. 
314— S.  E.  corner  California  and  Laguna, 
321— S.  E.  corner  Pierce  and  California. 
324 — S   E.  corner  Sacramento  and  Broderick. 
325— S.  E.  corner  California  and  Central  ave. 
326— S.  E.  corner  Sutter  and  Baker. 
327— N.  W.  cor.  Geary  and  Boyce. 
341— S.  W.  cor.  Ellis  and  Pierce. 
342— S.  E.  cor.  Golden  Gate  Av.  &  Octavia. 
351  —  N.  W   cor.  Montgomery  and  Broadway. 
352— North  Point  Sea  Wall. 
361  -S.  E.  cor.  Ridley  and  Guerrero. 
362— N.  W,  corner  Noc  and  Fifteenth. 
364— S.  E.  corner  Howard  und  Fourteenth. 
371— N.  E.  corner  Sutter  and  Mason. 
372— S.  E.  corner  Post  and  Leavenworth. 
381— S.  E.  corner  Haight  and  Buchanan. 
382— N.  W.  corner  Fillmore  and  Waller. 
384_N.  E.  corner  Webster  and  Oak. 
385— S.  E.  corner  Haight  and  Scott. 


SOUTH  SAN  FRANCISCO  BRANCH. 


2— San  Bruno  Road  and  28th. 

3 — N.  E.  cor.  First  avenue  and  Kentucky . 

4— S.  W.  cor.  Fifteenth  avenue  and  P. 

5— East  side  Kentucky,  bet.  Sierra  and  Nev'a. 


6— S.W.  cor.  Butte  and  Kentucky . 

7_Fifth  avenue  and  M. 

8— Michigan,  between  Sierra  and  Nevada. 


E'ghty-eight  Gongs  and  Tower  Bells  are  operated  in  connection  with  this  office. 

Gongs  Org6,1 

Gongs  (small) 
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BELLS. 


Of  4,500  pounds  weight 1 

Of  2,000      "              "      » 4 

Of     800      "              "      1 

Of     300      "              "      2 

Total 8 

The  Battery  consists  of  319  cells,  divided  as  follows: 

Gravity 202 

Electropoion Ill 

Leclanche 6 

Total 319 


We  are  now  operating  one  hundred  and  forty-four  miles  of  wire,  one  hun- 
dred and  forty  miles  on  poles  and  four  miles  on  houses  — divided  into  thir- 
teen signal  circuits,  seven  alarm  circuits  and  one  tapper  circuit. 

During  the  past  year  the  following  extensions  and  improvements  were 
made: 

Trarsfsrred,  reset  and  straightened  one  hundred  and  sixteen  poles,  guyed 
forty-seven  poles,  took  down  thirty  old  poles  (bad),  and  fifty-four  old  poles 
(good).     One  hundred  and  ninety-six  poles  used  in  construction. 

Ten  miles  of  No.  9  ex  BB  wire  were  used,  and  one  mile  of  No.  12  galvan- 
ized wire,  seven  miles  of  No.  9  in  extensions  and  three  miles  in  repairs,  etc. 
The  No.  12  galvanized  wire  was  used  to  run  lines  into  Hose  Co.  No.  9,  and 
for  drop  wires  into  engine  houses  where  it  was  impracticable  to  use  No.  9 
wire. 

Twenty-four  Automatic  Boxe3  were  added  to  the  system,  thirteen  being 
new  Stations,  viz:  184,  185,  192,  285,  286,  327,  342,  364,  372,  381,  382, 
384,  385  and  box  8  at  South  San  Fiancisco.  B,)x  87  was  taken  down  and 
station  abolished.  Box  385  was  erected  one  block  west  of  the  abolished 
station.  Eleven  crank  boxes  were  taken  down  and  replaced  by  automatics, 
leaving  now  thirty-one  crank  boxes  in  use. 

The  following  is  a  statement  of  work  done: 

CONSTBUCTION    AND    EEPAIKS. 

Put  in  two  new  stretches  of  wire  on  Clay  from  East  to  Dramm,  two  on 
Larkin  near  Bush,  two  on  Second  below  Minna,  two  on  McAllister  above 
Buchanan,  two  on  Hayes  from  Polk  street  to  Van  Ness  avenue,  two  on  Mis- 
sion above  Eighth,  three  in  South  Harbor  tapper,  one  on  Turk  street  above 
Van  Ness  avenue,  one  block  from  Montgomery  and  Green  along  Montgomery 
to  Broadway,  two  blocks  from  Hayes  and  Fmnklin  along  Franklin  to  Oak, 
one  block  on  three  lines  from  Golden  Gate  avenue  and  Jones  along  Jones  to 
McAllister,  one  block  on  Mission  between  Sixth  and  Seventh,  six  blocks  on 
Mission  between  Fourth  and  Tenth  on  two  lines,  one  block  on  Mission  from 
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Fourth  to  between  Sixth  and  Seventh,  one  block  on  Mission  from  Fourth  to 
Fifth,  two  stretches  leading  into  box  231,  two  stretches  of  worn  but  service- 
able wire  on  Franklin  between  Hayes  and  Fell — replacing  old  and  rusty 
■wire. 

Ran  new  wire  on  Pacific  from  Dupont  to  Stockton  to  steamer  Five's  bell  to' 
Truck  Two,  to  Stockton,  to  Union,  changiog  route  of  alarm  liue  advantage- 
ously, and  placing  Five's  bell  on  one  alarm,  thus  giviug  them  two  alarm 
circuits.  Also  from  Pieice  and  Kaight  to  Scott,  to  Waller,  to  Pierce. 
From  Tenth  and  Folsom  to  Ha-rison  and  return.  From  Twenty-fourth 
and  H  inison  to  Columbia,  to  Twenty-sixth,  to  H  >ward,  to  Twenty  fourth. 
From  Octavia  and  McAllister  along  Octavia  and  return.  From  Hayes 
and  Webster  along  Webster  to  Oak  and  return.  From  Seventh  and  Folsom 
along  Seventh  to  Bryant.  From  Montgomery  avenue  and  Francisco  street 
along  Fraucisco  to  Mason,  to  Lombard.  Fioin  Sutter  and  Jones  along  Sut- 
ter to  Leavenworth,  to  Geary,  to  Jones.  From  Sutter  and  Baker  along  Baker 
to  Geary,  coniinuing  to  Boyce  street  and  Point  Lobos  avenue,  returning  to 
Geary  street  and  Central  avenue,  for  new  signal  boxes. 

Ran  new  wire  from  Corporation  Yard  on  Clay  below  Drumm  to  Alameda 
Ferry  slips,  to  Hose  Co.  No.  9  and  return. 

Extended  line  at  the  Potrero  from  Box  6,  Kentucky  and  Butte,  along  Ken- 
tucky to  Napa,  to  Michigan,  to  Sierra,  to  Georgia,  to  the  vicinity  of  th«  Sugar 
Refinery,  between  Sierra  and  Nevadi,  where  new  Station  No.  8  was  erected. 

Took  down  wire  and  old  poles  on  Geary  between  Sttiner  and  Pierce.  Also 
in  South  Park,  and  used  the  same  on  Bryant  between  Second  and  Third. 

Took  down  loop  on  Eighth  between  Howard  and  Folsom  and  transferred 
it  to  Eighth  between  Mission  and  Howard;  took  down  old  wire  on  Pierce  from 
Haight  to  Waller.  Also  on  Mission  from  4th  to  10th— two  lines.  On 
16th  from  Mission  to  Folsom.  One  block  (3  wires)  Golden  Gate  avenue 
to  McAllister  and  Jones.     The  foregoing  is  all  old  wire. 

Took  down  (new  wire)  four  blocks  on  Davis  Btreet  from  North  Harbor 
Police  Station  to  Vallajo  street  wharf  and  return;  two  blocks  on  Montgom- 
ery avenue  from  Lombard  to  Francisco. 

Changed  box  37  from  Signal  Circuit  Two  to  Signal  Circuit  One;  box  78 
from  Signal  Circuit  Ten  to  Signal  Circuit  Seven;  changed  line  on  Bryant 
street  between  Second  and  Third  from  the  south  to  the  north  side,  and  put 
in  new  block  of  wire. 

Removed  wires  from  housetops  to  our  poles  in  the  following  localities: 
On  Haight  from  Webster  to  Fillmore;  on  Twenty-fourth  from  York  to  Har- 
rison; on  Sutter  from  Dupont  to  Kearny  and  return. 

Trees  were  trimmed  in  the  following  localities  to  clear  wires:  On  Mission 
from  4th  to  5th,  on  Howard  from  18th  to  24th,  on  Folsom  from  1st  to  2nd 
and  from  6th  to  7th,  on  Bryant  from  3rd  to  4th,  on  7ih  from  Folsom  to  Har- 
rison, on  17th  from  Guerrero  to  Sanchez,  on  24th  from  Folsom  to  Harrison 
and   Shotwel)   to   Howard,   on  Guerrero  from   Ridley  to  16th,  on  Buchanan 
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from  McAllister  to  Eddy,  on  Webster  from  Fulton  to  McAllister  and  from 
Ellis  to  0 'Fan-ell,  on  Fillmore  from  Washington  to  Jackson,  on  Devisadero 
from  Geary  to  Turk,  ou  Pierce  from  California  to  Sacramento,  on  Fulton 
from  Van  Ness  avenue  to  Franklin  street,  on  McAllister  near  Buchau  n  and 
from  Gough  to  Octavia,  on  Golden  Gate  avenue  from  Buchanan  to  Webster- 
on  Turk  from  Taylor  to  Joues  and  from  Scott  to  Devisadero,  on  Sutter  from 
Broderick  to  Lyon,  on  Bush  from  Pierce  to  Scott,  on  Pine  near  Lyon,  on 
California  from  Fillmore  to  Webster  and  from  Brodtrick  to  Bakfr,  on  Clay 
from  Fillmore  to  Steiner,  on  Jackson  from  Fillmore  to  Steiner,  on  Pacific 
from  Laikin  to  Polk  and  on  Vallejo  from  Jones  to  Leavenworth. 


Two  hundred  and  thirteen  alarms  were  given  through  this  Department: 

Fires 183 

Second  alarms 4 

False  alarms 6 

Chimneys 16 

Total 21S 

The  employees  cf  this  Department  are: 

Superintendent JOHN  CCRR AN 

Operator ALFRED  CLARKE,  JR 

Operator EDWIN  H.  REESE 

Operator WILLIAM  MORTON 

Chief  Repairer A.  B.  KINNE 

Assistant  Repairer DAMEL  SHAY 

Assistant  Repairer ANTONE  CHRISTIANSEN 

EXPENDITURES. 

Superintendent  $2,400  00 

Operators  (3),  at  $12?  per  month 4,600  00 

Chief  Repairer 1,200  00 

Assistant  Repairers  (2),  at  $90  per  month 1,980  00 

Electrical  apparatus,  boxes,  repairs,  battery,  supplies,  etc 4,820  25 

Plumbing,  etc 106  70 

Blacksmithing,  repairs,  etc 618  50 

Lumber  and  poles 499  75 

Paints,  oil,  etc 41  75 

Printing 162  20 

Furnishiner  time 60  00 

Hardware 219  98 

Hauling 97  55 

Carpenter 178  44 

Directory 10  00 

Horse  keep,  hire  and  shoeing 784  25 

Chemicals 291  86 

Wire 197  67 

Repairs  to  harness 5  26 

Veterinary  surgeon 25  00 

Total  $18,090  16 
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TABLE  No. 


SHOWING  THE  NUMBER    OF  ALARMS    EACH    MONTH  AND 
OF  THE  WEEK  DURING  THE  YEAR. 


DAY 


93 
94 
95 
96 
97 
123 
124 
125 
126 
127 
128 
129 
132 
134 
135 
136 
137 
138 
139 
142 
143 
145 
146 
147 
148 
149 
152 
153 
154 
158 
157 
158 
159 
162 


163 

164 

172 

3 

173 

174 

1 

175 

2 

176 

1 

178 

182 

3 

183 

1 

184 

1 

185 

1 

192 

193 

194 

213 

214 

215 

216 

217 

218 

219 

231 

234 

1 

235 

1 

236 

237 

1 

239 

1 

241 

2 

243 

245 

1 

246 

1 

247 

1 

248 

253 
254 
256 
26] 
263 
264 
271 
273 
274 
275 
276 
281 
283 
284 


312 
314 

32] 
324 
325 

32<; 

327 
341 
342 
351 
352 
361 
3i  i  2 
364 
371 
372 
381 
384 
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TABLE  No.  3. 

SHOWING  NUMBER  OF  ALARMS  FROM  EACH  BOX 
DURING  THE  YEAR. 
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DAY  OF    WEEK. 
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Sui  day 

M  mriay 



■1 
■1 
6 
7 
5 
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8 

S3 

5 

5 

1 
2 

■j 

15 

5 
1 
•J 
7 
8 
3 

21 

1 

4 
2 

■2 
5 
4 
1 

2 
1 
1 
3 
3 
2 

L2 

1 

3 
1 
5 
4 
4 
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L9 

2 
1 
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4 

1 
4 

3 

1 

1 

2 
11 

1 
6 
5 

3 

1 

1 

2 

5 
3 
1 
2 

ie 

3 
2 
1 
4 
3 
1 

17 

1 

1 

4 
3 

1 
5 
3 

18 

Thursday 

Friday 

laj 

Totals 

213 

In  conclusion,  I  wish  to  tender  ray  thanks  to  His  Honor  the  Mayor,  the 
Board  of  Supervisors,  the  Fire  and  Water  Committee,  the  Board  of  Fire 
Commissioners,  Chief  Engineer  David  Scannell,  Assistant  Chief  James 
Riley,  District  Engineers  Kennard,  Itnbrie,  McCarthy  and  Sands,  Chief  r' 
Police  Crowley,  the  Board  of  Underwriters,  Captain  Russell  White  and  Fix? 
Marshal  Durkee  for  their  kindness  pnd  courtesy  to  this  Department,  and  t 
also  take  pleasure  in  returning  my  thanks  to  the  employees  of  this  Depart- 
ment for  their  cheerful  co-operation  and  valuable  assistance  in  promoting 
the  efficiency  and  reliability  of  the  service. 
AH  of  which  is  respectfully  submitted, 

JOHN  CURRAN, 
Superintendent  Fire  Alarm  and  Police  Tel 


